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INFORMAL DISCUSSION OF SPECIAL ARTICLE AND BUDGET 


TOWN OF SHARON 


WARRANT COMMITTEE INTRODUCTION 


As you are aware, these are difficult times. The picture of 
available Town services as funded by a non-override budget is a bleak 
one. While we on the Warrant Committee have differed from time to 
time as to particular allocations of Town resources, we have not 
found during our detailed reviews vast amounts of monies available. 
We have considered alternative budgeting approaches for the Town, 
including prioritizing expenditures. Neither these approaches nor 
these reviews indicated a solution to the Town’s financial dilemma. 


Alternatives are: 
(a) an override of Proposition 2 1/2 
or 
(b) a reduction in Town services, resulting in 


(1) severely diminished public safety services, i.e., 
Police and Fire; 


(2) the diminution of the quality of education of our 
children to a substandard level; 


(3) a significantly debilitated Public Library; 
(4) shrinking of the Town’ Recreation Department 
(although some services of this department might be 


privately funded) ; 


(5) the reduction of Town Hall services and hours, 
jeopardizing the financial structure of the Town. 


This document, the Annual Warrant, is meant to inform the public 
of the schedule of items to be decided at Town Meeting. In addition 
to departmental budgets, many of the articles have far reaching 
implications for the Town. We urge all voters to participate in the 
election and attend Town Meeting. IF YOU DON’T PARTICIPATE, YOU 
CAN'T COMPLAIN ABOUT THE RESULTS. In closing, we again urge all 
citizens of Sharon to educate themselves on the issues and to use 
that knowledge at the election and at Town Meeting. 


PLEASE VOTE! 
THE WARRANT COMMITTEE: 


Lee Wernick, Chairman 
Paul Bergeron 
Mitch Blaustein 
Donnie Braunstein 
Leene Chavez 
David C. Crocker, Jr. 
Harold Fienberg 
Terry Greenstein 
Ted Grossman 
Robert Haladyna 
Richard Ogden 


COMMONWEALTH OF MASSACHUSETTS 
Norfolk, ss. 
To either Constable of the Town of Sharon, Greeting: 


In the name of the Commonwealth of Massachusetts you are hereby 
directed to notify and warn the inhabitants of the Town of Sharon 
qualified to vote in elections and Town affairs to meet at the High 
School Gymnasium on Pond Street in said Sharon on Tuesday, the first 
of May, A.D. 1990, at 7:00 A.M., and there to act on the following 
articles: 


ARTICLE 1 


To choose all necessary Town Officers as by law are required to 
be elected by ballot, and on the ballot prepared by the Town Clerk, 
to wit: One member of the Board of Selectmen, three year term; one 
Moderator, three year term; one Town Clerk, three year term; one 
member, Board of Assessors, three year term; two members of the 
School Committee, three year terms; one member of the Planning Board, 
five year term; two Trustees of the Public Library, three year terms; 
one member of the Housing Authority, five year term; and to determine 
any question as by law are required to be determined by ballot, to 
wit: 


QUESTION NO. 1 


Shall the Town of Sharon be allowed to assess an 
additional $1,621,883 in real estate and personal property 
taxes for the purpose of defraying charges and expenses of 
the Town, including the Public Schools, for the fiscal 
year, beginning July First, Nineteen Hundred and Ninety? 


QUESTION NO. 2 


Shall the Town of Sharon be allowed to exempt from the 
provisions of Proposition two and one-half, so called, the 
amounts required to pay for the bonds authorized and/or 
issued in order to pay for architectural services for 
plans and specifications for an addition and renovations 
to the Heights Elementary School, and the amounts required 
to pay for a bond in order to pay for additional 
architectural services for plans and specifications, and 
construction of an addition and renovations to the Heights 
Elementary School? 


The following Articles will be acted on at the business meeting 
of this meeting, to be held by adjournment on Monday, May 7, 1990, at 


8:00 P.M. at the Arthur E. Collins Auditorium, Pond Street. * * * * 
a ee 


ARTICLE 2 


To choose one member of the Warrant Committee for a three year 
term, and to fill any vacancies on said committee. 


BOARD OF SELECTMEN 
WARRANT COMMITTEE RECOMMENDATION: 


Recommendation to be made at Town Meeting. 
a a 2 


ARTICLE 3 


To act upon the reports as printed and to hear any other 
reports, and to act thereon. 


BOARD OF SELECTMEN 
WARRANT COMMITTEE RECOMMENDATION: 
Recommendation to be made at Town Meeting. 
kD at SHER DE HRT ek ke Ohare tai eilak: oxvaleeda*e * * 
ARTICLE 4. 


To see if the Town will vote to amend the Personnel By-Law of the Town of 
Sharon, or act in any way relating thereto: 


A. By adopting as amendments to said By-Law the following interim and/or 
emergency changes, additions or deletions by the Personnel Board in its 
authority under Section 2.6 of the By-Law: 


1) To permit time off for designated veterans and veteran auxiliary 
organization members when they are participating in a military wake 
and/or funeral service being given a deceased veteran effective March 13, 
1989. 


2) To approve the following positions within the Police Department 
with a stipend of $17.54 per week to be effective July 2, 1989. 
Motorcycle Operator (selective enforcement) 
Accreditation Manager, Computer Manager 
DARE program coordinator 
Crime Prevention Officer 
Special Assignment Officer 


3) To change the compensation to the Animal Inspector to $500.00 per 
year effective July 1, 1989. 


4) To establish the Technical Services Librarian position in grade 
ATP9B effective July 1, 1989. 


5) To reclassify the Planning Board Secretary to Administrative 
Assistant, Group II effective July 1, 1989. 


6) To accept changes in the entry level rates for DPW effective 
July 1, 1989. 


7) To amend the salary of the Selectmen’s Administrative Secretary 
from $468.46 to $502.98 effective April 11, 1990. 


B. By striking out all classification schedules and pay schedules in 
Appendix A and substituting new classification schedules and new pay 
schedules as of July 1, 1989 and other effective dates where applicable. 


APPENDIX A 


EXECUTIVE CATEGORY 
JULy OL. vouer une S07 81 991 


SECTION 1.100 SECTION 2.100 
CLASSIFICATION SCHEDULE PAY SCHEDULE/ANNUALLY 
CODE 

E-2 Superintendent of Public Works $55,388. 

E-3 Town Engineer 46,496. 

E-4 Town Accountant 3720026 

E-5 Recreation Director 38,964. 

E-6 Library Director Ar er Ja Us 5 

E-8 Assistant Assessor 34,340. 

E-9 Council on Aging Exec. Dir. 21338. 

E-10 Conservation Officer* 135376; 

E-12 Treasurer/Collector D.P. Mgr. 49,849. 


*20 hours per week 


ADMINISTRATIVE, TECHNICAL AND PROFESSIONAL CATEGORY 


JULY 1, 1989; - JUNE 30, 1990 


SECTION 1.200 SECTION 2.200 
CLASSIFICATION SCHEDULE PAY SCHEDULE WEEKLY 
GROUP 1 

Super. Hwy. 

Operations 487.57 S21873 I38e22 5973230 639. 
Super. Water 487.57 ee BES 598223 597430 609: 
Bldg.Inspec. 487.57 Deel s 5587323 597430 639. 
Pub. Health 

Nurse* 304.63 326.08 348.91 CY ge les. 3493 
GROUP II 
DPW Adm.Asst 462.88 495.29 529.96 567.03 606. 
Sr.Eng.Aide 462.88 495.29 529096 567.03 606. 

**Asst.Rec.Dir. 462.88 495.29 529.96 56/7<03 606. 
GROUP II-A 
Asst.Oper 439.43 469.81 502.54 537.60 2763 

Super. 

Eng.Aide 439.43 469.81 502.54 537.60 576. 
GROUP II-B 

DP Sys. SQ fe21 542.72 280%/1 621.36 664. 
Admin. 

GROUP III 

Athletic 

Sup.Rec. 344 .32 364253 387.34 408.88 430. 

*25 hour week 

**37 1/2 hour week 

ADMINISTRATIVE, TECHNICAL AND PROFESSIONAL CATEGORY 

JULY .1;.1990.- June 30, 1991 

SECTION 1.200 SECTION 2.200 
CLASSIFICATION SCHEDULE PAY SCHEDULE WEEKLY 
GROUP I 
Super. Hwy. 
Oper. oe Eo Be 549.12 587.54 628.66 672. 
Super. Water 513.17 94912 587.54 628.66 672. 
Bldg.Inspec. 513.17 549.12 587.54 628.66 672. 
Pub.Health 

Nurse* 320.62 343.20 367222 392:,91 420. 
GROUP II 
DPW Adm.Asst 487.18 521,29 5574/8 596.80 638. 
Sr.Eng.Aide 487.18 paler: 397,28 596.80 638. 

**Asst.Rec.Dir. 487.18 S2Le29 S57 278 596.80 638. 
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GROUP II-A 
Asst.Oper. 462.50 494.48 528.92 565.82 606.41 


Super. 
Eng,.Aide 462.50 494.48 528.292 565.82 606.41 


GROUP II-B 
DP Sys. 533.84 Difuleer2. ds 611220 653.98 699.75 
Admin. 


GROUP III 

Athletic 

Sup.Rec. 362.40 385.04 407.68 AU oD 452.97 
*25 hour week 

**37 1/2 hour week 


INDUSTRIAL, TRADE AND SERVICES CATEGORY 
JULY 1,1989 - JUNE 30, 1990 


SECTION 1.300 SECTION 2.300 
CLASSIFICATION SCHEDULE PAY SCHEDULE/HOURLY 
CODE STEP 1 STEP 2 STEP..3 STEP 4 
Working Foreman 
(Water) 1TS-3A Sell. 66 11.94 £2620 12200 
Senior Water Systems 
Tech. ITS=3A 7011.66 11.94 12.20 12250 
Working Foreman ITS-3 Lig32 Lia61 11284 12.16 
Master Mechanic ITS-4 10.92 11.16 11.40 Liv64 
Aerial Lift Oper. ITS-4 10-92 11.16 11.40 261 
Sign Maker ITS-4 10-92 1D5 16 11.40 it 61 
Water Systems Tech. ITS-5A 10.50 10.84 11,09 1395 
Spec.Hvy.Equip.Oper. ITS-5 10.12 L0).50 10075 £4403 
Night Custodian* ITS-5 10.19 10.50 AA YO ihe) pa 
Auto Equip.Op. ITS-6 Beak 10.14 10.34 10.58 
Skilled Laborer ITS-6 EE 10.14 10,34 10.58 
Labor Group II ITS-7 9232 9.54 O27 Ovias 9.99 
Labor Group III ITS-8 8.98 eats 9.36 9.54 
Auxiliary Labor ITS-9 8.58 8.74 8.89 9.02 
Asst.Dump Op. ITS-9A 827 8.45 8.64 8.74 


*Night Custodian -- Employees holding job title "Night Custodian" 
position classification ITS-5 shall, in addition to the regular hourly 
rate of compensation associated with the same, be compensated the sum of 
thirty dollars ($30.00) for each week. 


INDUSTRIAL, TRADE AND SERVICES CATEGORY 
JULY 1T,1990.- "JUNE 30; 1991 


SECTION 1.300 SCHEDULE 2.300 
CLASSIFICATION SCHEDULE PAY SCHEDULE/HOURLY 
CODE SIEP sl SIEP 2 SLEPos STEP 4 

Working Foreman 

(Water) TTS=3A9* 12.24 12.54 201 BS.13 
Senior Water Systems 

Tech. LTSe5A7-. 12.24 12024 1206t Lora 
Working Foreman ITS-3 11.89 LZ 12.46 Ee. 77 
Master Mechanic ITS-4 11.47 Liot2 LDe97 FA,19 
Aerial Lift Oper. ITS-4 oh Ree ag EY 6. 119 J bZ.19 
Sign Maker ITS-4 Lia LIgi2 LESS? $2213 
Water Systems Tech. ITS-5A 11.03 tna Rees he) 11.64 i ip i Bs 
Spec.Hvy.Equip.Oper. ITS-5 MS ergs LLs0s Lie23 11.58 
Night Custodian* ITS-5 LOZSO 11.03 LEGZ9 Vos 
Auto Equip.Op. ITS -6 10.41 10.65 10.86 nga 
Skilled Laborer ITS -6 10.41 10.65 10.86 es LL 
Labor Group II ITS-7 IG19 10.02 10.28 10.49 
Labor Group III ITS-8 9°43 9762 9.83 10.02 
Auxiliary Labor ITS-9 9.01 OF LS OTs 9.47 
Asst.Dump Op. ITS-9A 8.68 8.87 9507 9-18 
*Night Custodian -- Employees holding job title "Night Custodian" 


position classification ITS-5 shall, in addition to the regular hourly 
rate of compensation associated with the same, be compensated the sum of 
thirty dollars ($30.00) for each week. 


OFFICE OCCUPATION CLASSIFICATION 


SECTION 1.400 SECTION 2.400 
CLASSIFICATION SCHEDULE PAY SCHEDULE/HOURLY 
GROUP I 


ASSISTANT TOWN CLERK 

ASSISTANT TREASURER 

ASSISTANT TOWN ACCOUNTANT/ASSISTANT TO VETERANS’ AGENT 

POLICE SECRETARY 

ASSISTANT COLLECTOR 

ADMINISTRATIVE ASSISTANT/ASSESSOR'S OFFICE 
GROUP II 

ASSISTANT TOWN ACCOUNTANT 

LIBRARY CIRCULATION SUPERVISOR 

ADMINISTRATIVE ASSISTANT - LIBRARY 

ASSESSOR - CLERK I 

EDP OPERATOR-SENIOR BOOKKEEPER 

ELECTION/REGISTRATION SECRETARY CLERK 

ADMINISTRATIVE ASSISTANT-HEALTH DEPARTMENT 

ADMINISTRATIVE ASSISTANT-PLANNING BOARD 


GROUP III 
SENIOR BOOKKEEPER/REAL ESTATE LIENS 
DPW SECRETARY 
SECRETARY/CLERK ACCOUNTING/VETERANS’ AGENT 
SECRETARY - PERSONNEL BOARD 
POLICE CLERK 
SECRETARY CLERK ACCOUNTANT 
SENIOR BOOKKEEPER-TREASURER 
SECRETARY-FIRE DEPARTMENT 
EDP OPERATOR - PAYROLL 
ADMINISTRATIVE ASSISTANT - COUNCIL ON AGING 
LIBRARY TECHNICAL SERVICE ASSISTANT 
GROUP IV 
SECRETARY - RECREATION 
LIBRARY ASSISTANT 
CASHIER CLERK 
SECRETARY -CONSERVATION COMMISSION 
ASSESSOR-CLERK 2 
JUNIOR BOOKKEEPER-REAL ESTATE 


SECTION 1.400 SECTION 2.400 
CLASSIFICATION SCHEDULE PAY SCHEDULE/HOURLY 
JULY 1, 1989 - JUNE 30, 1990 

CODE Step 1 Step 2 Step 3 Step 4 Step 5 
Group I 9.66 105352 11307 Min EP Pee 
Group II Wee ee) 9.50 10.03 LOe71 10.98 
Group III PASO 8.47 9.06 97.63 Po3 
Group IV 7.16 7.64 BEL? S279 STL 


LIBRARY _- RECREATION DEPARTMENT 








TITLE Step 1 Step 2 Step 3 Step 4 Step 5 
GRADE I 
Library/Community 


Center Custodian 
and Custodial 
Maintenance 4) Ne 1283 8.33 8.85 9.30 


GRADE II 
Library/Comm. Ctr. 
Custodian 6.69 Pf Ag tf T/ oye 8.04 8.46 


Bus Driver/ 
Weekly 2Ola> 21 e332 299.15 Slee 72 336.56 


ATP 9A Head 
Info.Serv./ 
Asst? *Dir. 403.89 432.23 462.48 494.87 PAS OLY) 


AT- 9B Child. 
Ser. Librarian 381.03 407.77 436.31 466.85 eh je J 


Tech. Services 
Librarian 381.03 407.77 436.61 466.85 499.51 


ATP 9 Information 
Service Lib’n.. 358.18 383.30 (AS C8) 1083 438.84 469.54 


July 1,°1990 = June 30, 1991 


CODE Step 1 Step 2 Step 3 Step 4 Step 5 
Group I 10.14 10.84 silage 1 ok ee 
Group II 9.19 9.82 Om 3 Thal As: pha day! 
Group III 8.30 8.89 Peel POM, 10.43 
Group IV Vesey? 8.02 8.58 9.23 9.46 
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LIBRARY - RECREATION DEPARTMENT 





TECEE Step 1 
GRADE 1 

Library/Community 

Center Custodian 

and Custodial 

Maintenance Bes 
GRADE 11 

Library/Comm. Ctr. 
Custodian 702 
Bus Driver/ 

Weekly 274.84 
ATP 9A Hd Info 

SVGSPASSt. DLE. 424.08 
ATP 9B Child. 

Serv. Librarian 400.08 
Tech. Services 

Librarian 400.08 
ATP 9 Information 

Service Lib’n. 376.09 


*Negotiations will reopen if other contract increases are 


5%. 


SECTION 1.450 
CLASSIFICATION SCHEDULE 


ADMINISTRATIVE SECRETARY 
BOARD OF SELECTMEN 


Step 2 Step 3 Step 4 Step 5 
8722 8.75 292.9 a 
7.48 tag6 8.44 8.88 

2951939 314.11 334.66 Sass 

453.84 485.60 19.76) 555.94 

428.16 458.13 490.19 524.49 

428.16 458.13 490.19 524.49 

402.47 430.64 460.78 493.02 

granted above 


SECTION 2.450 
PAY SCHEDULE/WEEKLY 
EFFECTIVE JULY 1, 1990 


$528.13 
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PUBLIC SAFETY CATEGORY 
SECTION 1.500 SECTION 2.500 
CLASSIFICATION SCHEDULE PAY SCHEDULE/WEEKLY 


POLICE DEPARTMENT 
JUG oo = JUNE 30, 1990* 


TITLE CODE STEP 1 SIEP 2 STEP 3 STEP 45 STEP: 5 
POLICE CHIEF PD-110 1,063.42 
LIEUTENANT PD-90* 611.69* 
SERGEANT PD-80 624.31 
PATROLMAN PD-60 426.40 455.06 485.09 220591 

PD-60A PD-60B PD-60C PD-60D 

1ST/YR. 2ND YR. 3RD YR. 4TH YR. 


*THIS IS THE RATE THAT HAS BEEN IN EFFECT, AND WILL CONTINUE IN EFFECT, 
UNTIL SUCH TIME AS A NEW COLLECTIVE BARGAINING AGREEMENT IS EXECUTED. 


JULY 1, 1988 - JUNE 30, 1989* 


TITLE CODE STEP aL STEP, 2 STEP 3 STEP 4 (HOURLY) 
CIVILIAN 
DISPATCHER PD-40 7.20 Fad9 8.23 8.74 


ADDITIONAL COMPENSATION SUPERVISOR/DISPATCHER $25.00 PER WEEK. 


JULY 251988 - JUNE 30, 1989* 


TITLE CODE STEP 1 STEP 2 STEP 3 

SCHOOL CROSSING 

GUARD PD-20 192/71 Zan 0 23.64 (DAILY) 
SCHOOL CROSSING 

GUARD 

SUPERVISOR PD-20A 29.59 


PD-20 AND PD-20A--The amounts of pay shown in the above schedule shall be 
paid in the event that school is cancelled due to snow. 


The amounts of pay shown in the above schedule do not include the extra 


pay for educational qualifications provided for in the statutes and 
regulations of the State. 
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Members of the Police Department while so designated by the Chief of 
Police shall receive additional compensation to be considered part of 
their base pay as follows: 


DETECTIVE PATROLMAN $17.54 PER WEEK 
POLICE PROSECUTOR $17.54 PER WEEK 
ADMINISTRATIVE SERGEANT $45.00 PER WEEK 
DETECTIVE SERGEANT $35.00 PER WEEK 
MOTORCYCLE OPERATOR (SELECTIVE ENFORCEMENT) $17.54 PER WEEK 
ACCREDITATION MANAGER, COMPUTER MANAGER $17.54 PER WEEK 
DARE PROGRAM COORDINATOR $17.54 PER WEEK 
CRIME PREVENTION OFFICER $17.54 PER WEEK 
SPECIAL ASSIGNMENT OFFICER $17.54 PER WEEK 


The pay of the Police Chief, including all overtime pay, but not 
including the extra pay for educational qualifications, shall be limited 
to $1,063.42 per week, effective July 1, 1990 (Non-Civil Service). 

The pay of the Lt., including all overtime pay, but not including the 
extra pay for educational qualifications, shall be limited to $611.69 per 
week, effective 7/1/87. 


Any patrolman, appointed without being required to take the written 
examination, shall be paid the base pay rate called for by step 1 of the 
pay schedule for a period of six months following his appointment, and, 
upon the expiration of said six month period, shall be paid the base pay 
rate provided for by step 2 unless he shall have previously been employed 
full time as a police officer, in which case he shall be paid the base 
pay rate under the step he would have been paid if his prior employment 
had been in the Sharon Police Department. Notwithstanding the step 
increase or increases provided for herein, a patrolman’s probationary 
period shall be the probationary period provided for in 5-5 of this 
By-Law or in the collective bargaining agreement, whichever is 
applicable. 


*This is the rate that has been in effect, and will continue to be in 
effect, until such time as a new collective bargaining agreement is 


executed. 


FIRE DEPARTMENT 


SECTION 1.510 SECTION 2.510 
CLASSIFICATION SCHEDULE PAY SCHEDULE/WEEKLY 

TITLE CODE STEP 1 STEP 2 STEP 3 STEP 4 STEP 5 
CHIEF FIRE 

DEPT. 100 O20 > 


The pay of the Fire Chief, including all overtime pay, shall be limited 
to $952.65 for fiscal year 1990-19914 
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July 1, 1989 through June 30, 1990* 


TITLE CODE STEP 1 STEP 2 STEP 3 STEP 4° ©STEP 5 
DEP .CH. FD-95 629.70 
CAPT. FD-90 B99 7S) 
LT. FD-80 Oona s 
ris FD-60 424.90 450.25 474.18 506.45 

A B C D 


Members of the Fire Department in the above classifications who become 
certified, are certified, or are recertified as Emergency Medical 
Technicians shall receive an annual stipend. Employees not now certified 
will be given the opportunity to obtain such certification, one at a 
time. Employees taking the certification course a second or subsequent 
time will receive overtime payments and tuition reimbursement only upon 
passing the EMT examination and becoming certified. 


Members of the Fire Department are eligible to receive additional 
compensation in each fiscal year in accordance with the following 
educational incentive program: 


For Fire Science Course approved in advance by the Fire Chief and 
successfully passed and credits certified, members of the Fire Department 
in the above classifications shall receive additional compensation in 
each fiscal year in accordance with the following schedule: 


FOR 15 COURSE CREDITS CERTIFIED $200 ANNUALLY 
FOR 30 COURSE CREDITS CERTIFIED 400 ANNUALLY 
FOR AN ASSOCIATES DEGREE CERTIFIED 750 ANNUALLY 


Payments for Emergency Medical Technician Certification and_ the 
Educational Incentive Program shall be made respectively on the _ second 
and third pay days in the month of November, and specialist pay shall be 
issued in January. 


*This is the rate that has been in effect, and will continue to be in 
effect, until such time as a new collective bargaining agreement is 
executed. 


CALL FIREFIGHTERS 
HOURLY COMPENSATION RATE 


7/1/89 - 6/30/90 7/1/90 - 6/30/91 7/1/91 - 6/30/92 
7.90% 7.90% 7.90* 


*The parties agree to reopen negotiations exclusively with respect to the 


hourly compensation rate for fiscal year 1990-91 and 1991-92 after 
completion of the Annual Town Meeting. 
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MISCELLANEOUS 
SECTION 1.600 SECTION 2.600 
CLASSIFICATION SCHEDULE PAY SCHEDULE 
EFFECTIVE JULY 1, 1990 


TITLE STEP 1 STEP 2 STEP 3 STEP 4 STEP 5 
VETERANS’ AGENT (WKLY) 151.87 
SEALER OF WEIGHTS/MEASURES(YRLY) 1,400.00 
DOG OFFICER (WKLY) 346.38 
ANIMAL INSPECTOR(YRLY) 500.00 
CUST/MAINT/HOURLY 4.91 5.23 5.55 5.89 

DPW TEMP/SUMMER 

LABOR (HRLY) 5.82 6.39 6.98 

LIBRARY PAGE(HRLY) 4.26 4.42 4.60 4.78 

BUDGET ANALYST(HRLY) 8.50 9.50 10.50 


SUMMER EMPLOYMENT - PART-TIME 
EFFECTIVE MAY 1, 1990 


WATER SAFETY INSTRUCTOR 10 WEEKS AT 40 HOURS PER WEEK 6.05 PER HOUR 
HEAD LIFEGUARD 10 WEEKS AT 40 HOURS PER WEEK 7.27 PER HOUR 
ADVANCED LIFESAVER 10 WEEKS AT 40 HOURS PER WEEK 5.45 PER HOUR 
HEAD GATEGUARD 20 WEEKS AT 40 HOURS PER WEEK 5.45 PER HOUR 
GATEGUARD 10 WEEKS AT 40 HOURS PER WEEK 4.84 PER HOUR 
SAILING SUPERVISOR 10 WEEKS AT 40 HOURS PER WEEK 6.66 PER HOUR 

6 


SAILING INSTRUCTOR 10 WEEKS AT 40 HOURS PER WEEK .05 PER HOUR 


WARRANT COMMITTEE RECOMMENDATION: 


Recommendation to be made at Town Meeting. 
ik poke ty toon Deri alicia ke ) hice art ed yA LR ok CT a 


ARTICLE 5 


To fix the compensation of elected officers, provide for a 
Reserve Fund, and to determine what sums of money the Town will raise 
and appropriate, including appropriation from other available funds, 
to defray charges and expenses of the Town, including debt and 
interest, for the Fiscal Year beginning July 1, 1990, or act in any 
way relating thereto. 


BOARD OF SELECTMEN 
WARRANT COMMITTEE RECOMMENDATION: 
Recommendation to be made at Town Meeting. 


SE OR MK, Oe * * * * * * * * * * * * * * 
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ARTICLE 6 


To hear the records of the donors of the Sharon Friends of 
School Fund and to choose trustees of the School Funds and other 
officers not on the official ballot. 


BOARD OF SELECTMEN 
WARRANT COMMITTEE RECOMMENDATION: 


Recommendation to be made at Town Meeting. 
Pein eRe Ca i ae * * * * On ee * heie de yk * * 


ARTICLE 7 


To see if the Town will vote to authorize the Town treasurer, 
with the approval of the Selectmen, to borrow money from time to time 
in anticipation of revenue under the provisions of the General Laws, 
Chapter 44, Section 4, and to issue a note or notes therefor, payable 
within the year, and to renew any note or notes as may be given for a 
period of less than one year in accordance with the General Laws, 
Chapter 44, Section 17, and to enter into a compensating balance 
agreement or agreements pursuant to Chapter 44, Section 53F of the 
General Laws; or act in any way relating thereto. 


BOARD OF SELECTMEN 
WARRANT COMMITTEE RECOMMENDATION: 


Recommendation to be made at Town Meeting. 
ae Sa eee oe) Re Se Pe ee OO Se ee ee a a a ne ee Se: 


ARTICLE 8 


To see if the Town will vote to raise and appropriate a sum of 
money for expenditure in conjunction with and in addition to any 
funds allotted or to be allotted by the state for the construction, 
reconstruction and improvement of town roads and further to authorize 
the Selectmen to accept and enter into contracts for the expenditure 
of appropriated town funds in conjunction with any funds so allotted 
by the state for the construction and improvement of town roads, or 
act in any way relating thereto. 


BOARD OF SELECTMEN 
WARRANT COMMITTEE RECOMMENDATION: 


Recommendation to be made at Town Meeting. 
ee ee ee ee ee ee ee ae Se) a ee a er re een 
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ARTICLE 9 


To see if the Town will vote to raise and appropriate a sum of 
money to be added to the special fund established tto reimburse the 
Massachusetts Division of Employment for the actual costs of benefits 
paid to the former Town employees and chargeable to the Town, and 
determine whether the money shall be provided by taxation, by 
transfer from available funds, by borrowing, by combination thereof, 
or act in any way relating thereto. 


TOWN ACCOUNTANT 
WARRANT COMMITTEE RECOMMENDATION: 


Recommendation to be made at Town Meeting. 
ey tae oe ie i a eae Ss TAR ne ee * a Nie se 


ARTICLE 10 


To see if the Town will vote to raise and appropriate a sum of 
money to add to a special fund to be paid to the Federal Government 
for the employer share of the Medicare costs chargeable to the Town, 
and determine whether the money shall be provided by taxation, by 
transfer from available funds, by borrowing, by a combination 
thereof, or act in any way thereto. 


TOWN ACCOUNTANT 
WARRANT COMMITTEE RECOMMENDATION: 


Recommendation to be made at Town Meeting. 
£o RS oe ROR OR Mek Oe) eR Sea se OK RS OO Ree eek A 


ARTICLE 11 


To see if the Town will vote to raise and appropriate a sum of 
money for the purpose of performing an Annual Financial Audit of the 
Town of Sharon for the fiscal year 1990 in accordance with Chapter 
44, Section 42, of the General Laws of the Commonwealth, and _ to 
determine whether the money shall be provided by taxation, by 
transfer from available funds, by a combination thereof, or act in 
any way relating thereto. 


TOWN ACCOUNTANT 
WARRANT COMMITTEE RECOMMENDATION: 


Recommendation to be made at Town Meeting. 
Te ie ee oe A ee Se ene: A et ia. er Oe * * * 
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ARTICLE 12 


To see if the Town will vote to appropriate a sum of money for 
planning, designing and constructing an addition to the Heights 
Elementary School; to determine whether this appropriation shall be 
raised by borrowing or otherwise; or to take any other action 
relative thereto. 


SCHOOL BUILDING COMMITTEE 
WARRANT COMMITTEE RECOMMENDATION: 


Recommendation to be made at Town Meeting. 
Pte oe eo en ee ee ee ee a a 


ARTICLE 13 

To see if the Town will vote to appropriate a sum of money for 
planning, designing, replacing, and/or renovating heating systems in 
the Sharon Public School Buildings; to determine whether this 
appropriation shall be raised by borrowing or otherwise; or to take 
any other action relative thereto. 

SCHOOL COMMITTEE 

WARRANT COMMITTEE RECOMMENDATION: 


Recommendation to be made at Town Meeting. 
ca? MDM Ate der lu) GY eek er or ci et a ne a 


ARTICLE 14 

To see if the Town will vote to raise and appropriate a sum of 
money for asbestos removal in school buildings and for the purchase 
of equipment for the School Department; to determine whether this 
appropriation shall be raised by borrowing or otherwise; or to take 
any other action relative thereto. 

SCHOOL COMMITTEE 

WARRANT COMMITTEE RECOMMENDATION: 


Recommendation to be made at Town Meeting. 
Fe PORN HE ie Wee Le en ee ERR eae MK Se |, ere 
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ARTICLE 15 


To see if the Town will vote to raise and appropriate a sum of 
money for remodeling, reconstructing and making extraordinary repairs 
to the town office building, for road reconstruction, for 
constructing and reconstructing curbs and sidewalks, and for the 
purchase of equipment for the Department of Public Works; to 
determine whether this appropriation shall be raised by borrowing or 
otherwise; or to take any other action relative thereto. 


BOARD OF SELECTMEN 
WARRANT COMMITTEE RECOMMENDATION: 


Recommendation to be made at Town Meeting. 


ARTICLE 16 

To see if the Town will vote to raise and appropriate a sum of 
money for remodeling, reconstructing and making extraordinary repairs 
to the Police Station and for the purchase of equipment for the 
Police Department; to determine whether this appropriation shall be 
raised by borrowing or otherwise; or to take any other action 
relative thereto. 

BOARD OF SELECTMEN 

WARRANT COMMITTEE RECOMMENDATION: 


Recommendation to be made at Town Meeting. 

ee ee Te ee eS ee ka eee ee by) ee a ee i re ee 
ARTICLE 17 

To see if the Town will vote to raise and appropriate a sum of 
money for the purchase of equipment for the Fire Department; to 
determine whether this appropriation shall be raised by borrowing or 
otherwise; or to take any other action relative thereto. 

BOARD OF SELECTMEN 

WARRANT COMMITTEE RECOMMENDATION: 


Recommendation to be made at Town Meeting. 
ia eee Tp ee ae? Oe a eee ees ee ee A See ie ee 
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ARTICLE 18 


To see if the Town will vote to raise and appropriate a sum of 
money for remodeling, reconstructing and making extraordinary repairs 
to the Community Center buildings and for constructing and 
reconstructing recreational and athletic facilities; to determine 
whether this appropriation shall be raised by borrowing or otherwise; 
or to take any other action relative thereto. 


BOARD OF SELECTMEN 
WARRANT COMMITTEE RECOMMENDATION: 
Recommendation to be made at Town Meeting. 
Be RT tg Ee OS Pe ee ee, a a a 2 
ARTICLE 19 
To see if the Town will vote to raise and appropriate a sum of 
money for the purchase of computer equipment for the Data Processing 
Department; to determine whether this appropriation shall be raised 
by borrowing or otherwise; or to take any other action relative 
thereto. 
BOARD OF SELECTMEN 


WARRANT COMMITTEE RECOMMENDATION: 


Recommendation to be made at Town Meeting. 
Cet OMe Fah) Gee ig ent ane | CBee ee a 
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ARTICLE 20 


To see if the Town will vote to authorize the Selectmen to 
purchase, take by eminent domain, or otherwise acquire, to protect a 
municipal well area, or for any other municipal purpose, if fee, the 
lot of land located on the southerly side of Upland Road containing 
15,895 square feet, more or less, and being described in a deed, 
dated December 3, 1986 from John E. Black, to John E. Black, as 
Trustee, 6 Upland Road Realty Trust of Sharon, recorded on December 
3, 1986, in Norfolk Deeds, Book 7368, Page 320 and shown as Lot 191 
on the Assessor’s Map 101, and raise and appropriate, transfer from 
the Water Surplus Account, or borrow a sum of money for said purpose, 
or act in any way relating thereto. 


BOARD OF SELECTMEN 
WARRANT COMMITTEE RECOMMENDATION: 
Recommendation to be made at Town Meeting. 
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ARTICLE 21 

To see if the Town will vote to raise and appropriate a sum of 
money for the updating of all property assessments for Fiscal 1992 in 
accordance with the General Laws of Massachusetts Chapter 59, Section 
38; to determine whether this appropriation shall be raised by 
borrowing or otherwise; or to take any other action relative thereto. 

BOARD OF ASSESSORS 

WARRANT COMMITTEE RECOMMENDATION: 


Recommendation to be made at Town Meeting. 


Sirk pekheckeltk Link © 0 ae bok Lk Gane brie, O# Bice ein PaO ee ake oe 
ARTICLE 22 
To see if the Town will vote to raise and appropriate a sum of 
money for the Lake Management Study Committe for testing and 
monitoring and related services to preserve and/or protect Lake 
Massapoag, or take any other actions relative thereto. 
LAKE MANAGEMENT COMMITTEE 
WARRANT COMMITTEE RECOMMENDATION: 
Recommendation to be made at Town Meeting. 
Rl tkiitteurk gk ihe: Shiv tees Bier: week Do Gok Dee Re Rx 
ARTICLE 23 
To see if the Town will vote to rescind the authorization given 
to the Board of Selectmen pursuant to Article 30 of the 1986 Annual 
Town Meeting, which vote authorized said Board to convey to _ the 
Sharon Housing Authority a certain parcel of land on Bay Road, or 
take any other action relating thereto. 
SHARON HOUSING AUTHORITY 
WARRANT COMMITTEE RECOMMENDATION: 


Recommendation to be made at Town Meeting. 
Ke CRED Me PARR PAK Th Le Row beekin offs Meld ma hes oe 
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ARTICLE 24 


To see if the Town will vote to authorize the Board of Selectmen 
to transfer and convey to the Sharon Housing Authority for the 
nominal consideration of $1.00 the following parcel (or parcels) of 
land: 


The parcel (or parcels) of land being situated on the westerly 
side of Bay Road and within Sharon, Norfolk County, Massachusetts, 
and being bounded and described as follows: 


Beginning at a point at the westerly sideline of said Bay 
Road and the northerly sideline of Mountain Street shown 
on a Town of Sharon tax map, numbered 19, prepared by 
James W. Sewall Company; 


Thence running in a northerly direction along the westerly 
sideline of Bay Road, a distance of 300 feet more or 
less; 


Thence turning and running in a westerly direction and 
parallel to the easterly bound of said lot 15 and 1-1 
shown in the aforesaid tax map, a distance of 400 feet 
more or less; 


Thence turning and running in a_ southerly line, to the 
point on the northerly bound of said lot 15, 300 feet more 
or less from the point of beginning; and 


Thence turning and running in a easterly direction 320 
feet more or less to point on the northwesterly bound of 
said lot 1-1, thence turning and running in a_ southerly 
direction 83.55 feet more or less along the westerly line 
of 1-1 to the Mountain Street sideline, thence turning and 
running in a northeasterly direction along the northerly 
sideline of Mountain Street to the point of beginning, 140 
feet more or less. 


The said parcel conveyed hereby containing 140,000 square 
feet and being a portion of the 12.09 acre parcel of land and 
all of parcel 1-1. Recorded in Norfolk County Registry of 
Deeds, book 3995, page 210 and book 7778, page 544 or as_ the 
same may be more accurately described. 


Such conveyance shall contain a deed restriction (which may be 
modified or removed only by a subsequent Sharon Town Meeting) 
providing that the premises shall only be used as a_ residential 
facility for congregate housing and educational purposes for no more 
than six autistic children or "handicapped persons of low income," as 
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thateiterm..is” defined? ini ( Gslijepewm 1218; fs.L; > together, with a 
supervisory staff, or act in any way relating thereto. 


SHARON HOUSING AUTHORITY 
WARRANT COMMITTEE RECOMMENDATION: 


Recommendation to be made at Town Meeting. 
ORL ee ee) ee te Reds) a) Oe re 


ARTICLE 25 


To see if the Town will authorize the Board of Selectmen to 
petition the General Court to enact special legislation to permit the 
Sharon School Committee to establish a revolving fund, similar to 
revolving funds permitted under Chapter 44 of the General Laws, for 
the purpose of defraying the cost of using and maintaining the school 
bus transportation system. This legislation would permit the 
establishment of the fund that would consist of receipts collected by 
the School Department for school bus transportation fees for 
transportation of students residing within an area for which 
transportation is not statutorily mandated; or to act in any way 
relating thereto. 


SCHOOL COMMITTEE 
WARRANT COMMITTEE RECOMMENDATION: 
Recommendation to be made at Town Meeting. 


Ka Fe aa ak * * * * * * * * * * * * * 
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ARTICLE 26 


To see if the Town will authorize the Board of Selectmen to 
petition the General Court to enact special legislation to permit the 
Sharon School Committee to establish a revolving fund, similar to 
revolving funds permitted under Chapter 44 of the General Laws, for 
the purpose of defraying the costs of school use and maintenance. 
This legislation would permit the establishment of a fund that would 
consist of receipts collected by the School Department for the lease 
or rental of school buildings and vandalism reimbursements; or to act 
in any way thereto. 


SCHOOL COMMITTEE 
WARRANT COMMITTEE RECOMMENDATION: 


Recommendation to be made at Town Meeting. 


ee ee a ee * * * * * * * * * * * * * * 
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ARTICLE 27 


To see if the Town will vote to accept Chapter 71, Section 71F 
of the Massachusetts General Laws which provides for the disposition 
and expenditure of monies received by the School Committee as tuition 
for non-resident students and as State reimbursements for students 
who are foster care children. 


SCHOOL COMMITTEE 
WARRANT COMMITTEE RECOMMENDATION: 


Recommendation to be made at Town Meeting. 


a SERS IEE AE PARR GKE IK TR CX SOR” Loko) KOGCRE CeO * 
ARTICLE 28 


To see if the Town will vote to authorize the Board of Selectmen 
to petition the Massachusetts General Court to enact legislation, to 
take effect January 1, 1991, which would: (a) *authorize “fora 
three-year period, subject to extension by vote of Town Meeting, the 
collection by the Town of a land transfer fee not to exceed one (1%) 
percent of the purchase price upon the transfer of certain real 
property interests located in the Town; (b) establish a land bank 
fund in the Town treasury; (c) authorize the Conservation Commission 
with the approval of the Board of Selectmen to use said fund for the 
purchase of certain categories of land and interests therein to be 
permanently held in a Sharon Open Space Land Bank in order to 
conserve open space, protect the environment and preserve natural 
beauty in the Town, or take any other action relative thereto. 


BOARD OF SELECTMEN 
WARRANT COMMITTEE RECOMMENDATION: 


Recommendation to be made at Town Meeting. 


ARTICLE 29 


To see if, in accordance with the provisions of Section 4 of 
Chapter 73, Massachusetts General Laws, the Town will vote to 
authorize an annual increase to the dollar exemption for property tax 
exemption given to designated elderly, veterans and the blind in an 
amount up to or equal to 100%. The clauses and the basic exemptions 
are as follows: clause 22- wounded Veterans or Surviving Spouse 
having basic of $175.00; clause 22A- Veterans with loss of limbs or 
sight having basic of $350.00; clause 22E- Veterans 100% disabled 
having basic of $525.00; clause 17- Surviving Spouse or minors, 
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elderly over 70 years of age having a basic of $175.00; clause 37- 
legally blind with a basic of $437.50; clause 41- certain elderly 70 
years plus having a basic of $500.00. 


The increase will be in effect for one year. The basic amount 
shall be reimbursed to the Town by the Commonwealth and _ the 
additional increase shall be provided by the Town. No increase 


authorized can reduce a taxpayer liability below the property tax 
billed the prior year. 


VETERANS’! AGENT 
WARRANT COMMITTEE RECOMMENDATION: 
The Warrant Committee recommends approval. 


Whey 745 Oh oe ale 
* * * * x * * * * * * * * * * * * * * 


ARTICLE 30 

To see if the Town will vote to raise and appropriate a sum of 
money for the purposes of paying previous fiscal years School 
Department bills not previously paid, and determine whether the money 
should be provided by taxation, by transfer from available funds, or 
by a combination thereof, or act in any way relating thereto. 

SCHOOL COMMITTEE 

WARRANT COMMITTEE RECOMMENDATION: 


Recommendation to be made at Town Meeting. 


Kee RE eT we * * * * * * * * * * * * * * 


25 


ARTICLE 31 


To see if the Town will vote to raise and appropriate a sum of 
money for the purpose of paying advertising bills due for prior years 
not previously paid, and determine whether the money should be 
provided by taxation, by transfer from available funds, or by a 
combination thereof, or act in any way relating thereto. 


TOWN ACCOUNTANT 
WARRANT COMMITTEE RECOMMENDATION: 


Recommendation to be made at Town Meeting. 


Ty RE ORE eo ) Dee aatde- three ey ax * * * * a * 
ARTICLE 32 


To see if the appropriating authority of the Town of 
Sharon will authorize The Southeastern Regional School District to 
establish a stabilization fund in accordance with Massachusetts 
General Laws Chapter 71, Section 16 G 1/2. 


As provided by statute: 


(a) No more than (5%) percent of the aggregate amount apportioned to 
the Town of Sharon for the preceding fiscal year may be included in 
the District's annual budget for deposit in the stabilization fund 
absent approval of the emergency finance board. 


(b) The aggregate amount in the fund at any one time shall not exceed 
five (5%) percent of the combined equalized valuations of the member 
municipalities. 


(c) The District's annual report to the Town of Sharon shall include 
a statement OL thems balances nentnel ls Sstablli zations Lund sand.) abl 
additions to or withdrawals from it. 


(d) The Treasurer of the District shall be authorized to invest the 
stabilization fund in such deposits or investments as are legally 
permissible for the District or Savings Bank under the laws of the 
Commonwealth of Massachusetts. 


(e) Appropriation of funds shall be by two-thirds (2/3) vote of the 
Southeastern Regional School District Committee and shall be for such 
purposes as money may be borrowed by the Southeastern Regional School 
District or any other District purpose as the Emergency Finance Board 
may approve. 
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(£) No expenditure may be made from an appropriation unless the 
applicable procedures of Chapter 71 of the Massachusetts General Laws 
or any other provisions requiring approval of a debt issue by the 
Town of Sharon have been complied with. 


Or act in any way relating thereto. 
SOUTHEASTERN REGIONAL SCHOOL DISTRICT 
WARRANT COMMITTEE RECOMMENDATION: 


Recommendation to be made at Town Meeting. 


ky Ka tkleks ove® oiek ei ieee * * * Koper’ * ko elk 
ARTICLE 33 


To see if the Town will vote to amend Article 6, Reports and 
Records, of the Town By-Laws by striking out Section 3 and inserting 
in place thereof the following, or act in any way relating thereto: 


"Section 3. The Board of Selectmen shall annually, not less 
than five days before the annual meeting, cause to be made 
available to the voters of the Town at the Town Office Building, 
the Public Library, the Police Station, and the Fire Station, 
copies of the Sharon Town Report." 


TOWN CLERK 
WARRANT COMMITTEE RECOMMENDATION: 


The Warrant Committee recommends approval. 
Vote Seti Deeks 
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ARTICLE 34 

To see if the Town will vote to raise and appropriate the sum of 
$700.00 for the purpose of seeding the Fire Department Off Duty and 
Special Detail Account pursuant to Chapter 44, Section 53G of the 
Massachusetts General Laws. This will allow payment to employees 
when working on projects which will be paid by outside parties. 

BOARD OF SELECTMEN 

WARRANT COMMITTEE RECOMMENDATION: 

The Warrant Committee recommends approval. 


Votes) i) --80 sats 
* ok *k Ok O* * * * * * * * * * * * * * * 
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ARTICLE 35 


To see if the Town will vote to amend the existing General 
By-Laws of the Town of Sharon by adding thereto the following new 
Article , Town Facilities Planning Committee, as follows: 


Section 1. There is hereby established within the Town of 
Sharon a committee to be known as the Town Facilities Planning 
Committee, to be made up of seven members as follows: one member’ to 
be chosen by the Sharon School Committee, which person may be a 
member of such committee; one member to be chosen by the Sharon Board 
of Selectmen, which person may be a member of such Board; one member 
to be chosen by the Planning Board, the Superintendent of Public 
Works or his designee; one member of the Capital Outlay Committee, 
which person may be a member of such committee; and two members at 
large to be chosen by the Moderator all for terms of three years 
except that the original term of appointment for the appointees of 
the Planning Board shall be for one year and the moderator’s 
appointees shall be for two years. 


Section 2. The duties of the Committee will be to assume 
responsibility for reviewing and planning the program of construction 
maintenance, or disposal of Town buildings. 


Section 3. The Committee shall make any proposal it deems 
advisable or review any proposal made by others, including the cost 
thereof, for the design, construction, remodeling, renovation, 
repair, addition to or modification of a town building structure or 
other facility including site selection or acquisition, for which a 
specific article with respect to such proposal is to be presented at 
a Town Meeting. Any proposal made by others shall be presented to 
the Committee for its consideration at least ninety (90) days prior 
to the Town Meeting at which a specific article is to be presented, 
and the Committee shall make its report and recommendations to_ such 
Town Meeting which recommendation shall be included in the Town 
Warrant. The Committee shall hold a public hearing prior to _ the 
issuance of its report at which time the recommendations of the 
Conservation Commission and Historic Districts Commission shall be 
recorded, along with recommendations of the School Committee, 
Selectmen, and Planning Board and other interested citizens. 


Section 4. The Committee shall, subject always to contrary 
provisions of the general law, have the authority to enter into 
contracts and to exercise general supervision over any matter 
concerning an existing or proposed Town building, other structure or 
facility as specifically authorized by Town Meeting, provided, 
however, that the School Committee, in the case of School buildings, 
or the Selectmen, for other non-school buildings or structures, may 
appoint not more than three other residents of the Town as_ special 
members of the Committee whose authority shall be limited to such 
matter and whose term or terms of appointment shall expire upon 
completion of such matter. The foregoing provision notwithstanding, 
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nothing contained herein shall be deemed to remove from either the 
School Committee, Conservation Commission, or Board of Trustees of 
the Sharon Public Library the statutory authority which each may have 
over buildings, land, or other facilities under their respective 
jurisdiction. 


Section 5. Through periodic inspections as may be necessary to 
provide for proper maintenance, the Committee is to determine the 
condition of all buildings and structures which the Town has_ the 
legal duty or obligation to maintain and to make such recommendations 
to the proper authority as it deemed necessary. 


Section 6. The Committee shall file an annual report of its 
activities in accordance with these by-laws. 


BOARD OF SELECTMEN 
WARRANT COMMITTEE RECOMMENDATION: 


Recommendation to be made at Town Meeting. 
a Se ee ee ee ee ee ee ae: ee ee wees eee g 


ARTICLE 36 


To see if the Town Meeting will vote to amend existing General 
By-Laws of the Town of Sharon by adding the following new Article 
, Design Review Board, as follows: 


Section 1. Purpose 


The objective of this by-law is to preserve and enhance the center of 
the Town of Sharon and its borders by providing detailed design 
review of all proposed new developments, or changes in appearance of 
existing buildings and sites, for all buildings containing 
non-residential uses. 


The administration of this by-law is intended to assist the owners 
and/or designers of buildings in the Town Center in strengthening the 
social and economic base of the district by: 


a) making the district an attractive place in which to live, visit, 
work, and shop; 


b) preserving property values; 


c) conserving buildings and groups of buildings that are historically 
or aesthetically significant; 


d) preventing alterations that are incompatible with the existing 
environment or that are of inferior quality or appearance. 
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The district shall include the area described in the Zoning By-Laws 
as Business District A and its bordering streets as follows: 


Post Office Square, Depot Street to Pleasant, South Main Street to 
Chestnut Street, East Chestnut Street, Pond Street from PO Square to 
East Chestnut Street, Billings Street from PO Square to Summit 
Avenue, North Main Street to High Street. 


Section 2. Establishment of the Design Review Board 


A Design Review Board is hereby established and shall review all 
applications which are subject to the provisions of this by-law, and 
shall issue its recommendations and forward these to the Building 
Inspector concerning the conformance of the proposed project to the 
design review standards listed in Section 3. 


The Design Review Board shall consist of five (5) members as 
follows: 

One (1) person to be designated by the Planning Board who need not be 
a member of such board, one (1) person of the Historic Districts 
Commission, who need not be a member of such commission and three (3) 
members appointed by the Board of Selectmen, one of whom may be a 
Selectman, one to be a merchant or property owner in the District, 
and if possible, one member to be an architect or registered 
engineer. The term of members shall be three years, except that’ the 
initial term of two persons selected by the Selectmen shall be for 
two years and one for one year. 


Section 3. Scope of Review 


The following changes to the exteriors of non-residential structures 
otherwise requiring a Building Permit in the District shall be 
subject to review by the Design Review Board and shall be subject to 
the design standards contained herein: 


All new structures, additions, alterations to existing structures, 
and/or changes in site design. 


The Design Review Board shall consider the following factors: 


a. Proportions of windows and doors: The proportions and 
relationships between doors and windows should be architecturally 


compatible and complement the character of the surrounding area. 


b. Relationships of building masses and spaces: The relationship of a 
structure to the open space between it and surrounding areas’ should 


be compatible. 


c. Roof shape: The design of the roof should be compatible with the 
architectural style and character of the surrounding buildings. 
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d. Scale: The scale of the structure should be compatible with the 
character of surrounding buildings. 


e. Directional Expression: Facades shall blend with other structures 
in the surrounding area with regard to the dominant vertical or 
horizontal expression. 


f. Architectural details: Signs, surface materials, colors, and 
textures shall be treated so as to be compatible with the character 
of the surrounding area. 


g. Contemporary design for alterations and additions to existing 
properties shall not be discouraged when such designs do not destroy 
significant historical, architectural,or cultural material, and when 
such design is compatible with the District. 


h. Existing buildings which, in the opinion of the Board, are not 
wholly compatible with the general features of the District, shall 
not be used as a basis for judging the "compatibility" of structures 
subject to a building permit under the requirements of this by-law. 


Section 4. Procedure 


Applications for activities subject to review by the Design Review 
Board shall be made by filing a copy of the application for a 
building permit with the Design Review Board at the same time _ the 
same is submitted to the Building Inspector. Upon receipt of the 
building permit, the Design Review Board must within 21 days submit 
any recommended conditions to the Building Inspector. ihatteriw 2. 
days has elapsed and no recommendation has been received by the 
Building Inspector, the Proposed design shall be deemed to have been 
approved. 


Section 5. Design approval through Site Plan Review 


The Zoning Board of Appeals, through the Site Plan Review process in 
Section 6320 of the Zoning By-Law, shall review any and all 
recommendations and comments of the Design Review Board whose report 
may be submitted to the ZBA in accordance with the requirements of 
6323. 

BOARD OF SELECTMEN 


WARRANT COMMITTEE RECOMMENDATION: 


Recommendation to be made at Town Meeting. 
kK Kk Kk kk * * * * * * * * * * * * * * * 


ARTICLE 37 
To see if the Town will accept an Equal Educational Opportunity 
Grant for the Southeastern Regional School District for fiscal year 


1991, under the provisions of G. L. Chapter 70A, Section 5, as 


oa 


inserted by Chapter 188 of the Acts of 1985. Said grant shall be 
expended by the District School Committee for direct service 
expenditures with funds provided solely by the Commonwealth, or take 
any other action relative thereto. 
BOARD OF SELECTMEN 
WARRANT COMMITTEE RECOMMENDATION: 
The Warrant Committee recommends approval. 


Votetaor =r Or 
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ARTICLE 38 


To see if the town will vote to accept the provisions of 
Massachusetts General Laws, Chapter 40, Section 8J, providing that 
the Town authorize the establishment of a Commission on Handicapped 
Affairs for the purpose of coordinating or carrying out programs 
designed to meet the problems of the handicapped in coordination with 
programs of the Office of Handicapped Affairs. 

BOARD OF SELECTMEN 
WARRANT COMMITTEE RECOMMENDATION: 


Recommendation to be made at Town Meeting. 


Ee Ky WR” IPA: * * * * * * * * * * * * * * 


ARTICLE 39 


To see if the Town will vote to change Chapter 15 Section 15-4 
of the Town Personnel By-Laws or act to in any way. 


MARJORIE E. DUNN 
WARRANT COMMITTEE RECOMMENDATION: 


Recommendation to be made at Town Meeting. 


aNE yo OF ak ale * * * * * * * * * * * * * * 


ARTICLE 40 
No person shall serve as Selectman for more than two 
consecutive terms. 
LEON MOORE 
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WARRANT COMMITTEE RECOMMENDATION: 


Recommendation to be made at Town Meeting. 
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ARTICLE 41 


To see if the Town will vote to change the Personnel By-law by 
adding military pay to employees who serve in the Nation Guard, or 
reserve. 


MARJORIE E. DUNN 
WARRANT COMMITTEE RECOMMENDATION: 


Recommendation to be made at Town Meeting. 
eo oR eR Oe Be OR KR ROE KO ORT Noe ai ne ak Pe 


ARTICLE 42 


The citizens of the Town of Sharon shall reserve to themselves 
the popular initiative, which is the power of a specified number of 
voters to submit amendments and by-laws to the people at the annual 
Town election for approval or rejection; and the popular referendum, 
which is the power of a specified number of voters to submit by-laws 
enacted by Town Meeting or decisions made by any elected official of 
the Town, to the people at the annual Town election for their 
ratification or rejection. 


The specified number of voters shall be not less than _ the 
number which will equal three percent of the entire vote cast for the 
office of Selectman at the preceding annual Town election. 


The date for submission of petitions shall be determined by the 
Board of Selectmen. 


If said initiative or referendum shall be approved by voters 
equal in number to at least thirty percent of the total number of 
ballots cast at such annual Town election and also by a majority of 
the voters voting on such law, it shall become law and _ shall _ take 
effect in thirty days after such annual Town election. 

JULIET ALEXANDER 
WARRANT COMMITTEE RECOMMENDATION: 


Recommendation to be made at Town Meeting. 
kk AM eR RAY HD, ORT POO Re SALE Kite Facer ** | * 
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ARTICLE 43 
Any proposed question advocating an override of Proposition 
2-1/2 shall be unanimously approved by the entire Board of Selectmen 
before it is placed on the ballot. 
JULIET ALEXANDER 
WARRANT COMMITTEE RECOMMENDATION: 


Recommendation to be made at Town Meeting. 
oe ee ee Ee ee a a a a a a 7 


ARTICLE 44 


The position of Assistant Executive Secretary shall be 
eliminated. 


RUSSELL TILLSON 
WARRANT COMMITTEE RECOMMENDATION: 


Recommendation to be made at Town Meeting. 
ha th tote Meee Cane coe to) ee ee) oe ne ee ee ee oe 


ARTICLE 45 


To see if the Town will vote the to amend the existing Zoning 
By-Laws of the Town of Sharon as follows: 


Amend Sec. 2110 (Districts) by adding after "Business District B": 
a new category: 
"Business District C" 
Amend Sec. 2323 (Permitted Commercial Uses) (b) by adding, at _ the 
beginning, 


"In Business District A and Business District B only," 


Amend Sec. 2323 (e) by adding, at the beginning, 
"In Business District A and Business District B only," 


Amend Sec. 2323 (g) by adding, at the beginning, 
"In Business District A and Business District B only," 


Amend Sec. 2323 (h) by adding after "such as".. "daycare," 


Amend Sec. 2323 (i) by adding, at the beginning, 
"In Business A and B only," 


Amend Sec. 2326 by adding, 
"(j) In Business C only, artist's studio or art gallery." 


34 


Amend Sec. 2463 by adding after "In Business A.." "and C" 
Amend Sec. 2464 (a) by adding after "Business A.." "and C" 


Amend Sec. 3110 by adding after “Business A.;" SanGs eG, 
as the same appears twice. 


Amend Sec. 3112 by adding after "Business A.." "and C" 


Amend Article V (Definitions) to add the following new definitions: 
“Daycare: Private, non-profit or public organization providing 


supervision and facilities for pre-school or school-age children 
during the day." 


"Artist"s studio: working place of an artist or a place for the 
study of art." 


"Art gallery: a place devoted to the display and sale of 
objects ,ofvart;.” 


or take any other action relative thereto. 


BOARD OF SELECTMEN & 
WILBER/INTERMEDIATE SCHOOL REUTILIZATION COMMITTEE 


WARRANT COMMITTEE RECOMMENDATION: 


Recommendation to be made at Town Meeting. 


2 oe ee ee ce eo ee er ee a a a er eZ 
ARTICLE 46 


To see if the Town will vote to amend the existing Zoning By-Laws of 
the Town of Sharon and Zoning Map by amending the Zoning Map as 
follows: 


Ls To change the following described premises from its 
existing Single Residence District B. to Business District 
C: 


That parcel of land as shown on "Plan of lands 
in Sharon, Massachusetts showing lands taken 
for school purposes, August 10, 1920, E. 
Northington, Engr. and received by the Norfolk 
County Registry of Deeds, August 18, 1920 and 
filed as Plan No. 4655, page 96." A copy of 
said plan is on file with the Town Clerk. 


Said premises contain 173,047 square feet 
+/-, and consist of the entire block bounded 
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by South Pleasant, Chestnut, South Main, and 
Station Streets, or act in any way relating 
thereto. 


BOARD OF SELECTMEN & 
WILBER/INTERMEDIATE SCHOOL REUTILIZATION COMMITTEE 


WARRANT COMMITTEE RECOMMENDATION: 


Recommendation to be made at Town Meeting. 
copii tie) wae koeeee ka Paodas owe Tae oe! 1. ed) Kon kes! Alvosmwexe x 


ARTICLE 47 


To see if the Town will vote to raise and appropriate a sum of 
money for use by the Wilbur School Reutilization Study Committee for 
architectural, engineering environmental assessment, marketing, 
planning or other studies and/or to meet committee expenses, or take 
any action relative thereto. 


BOARD OF SELECTMEN & 
WILBER/INTERMEDIATE SCHOOL REUTILIZATION COMMITTEE 
WARRANT COMMITTEE RECOMMENDATION: 
Recommendation to be made at Town Meeting. 


Cie eee NC ee AR ee A a ee eer er en a a a So a 
ARTICLE 48 


To see if the Town will vote to amend the Zoning By-Law as 
follows or act in any way related thereto: 
Section 2315. 


1: Revise the title of this section and add a new sentence 
following the title, as follows: 


2315. Uses Allowed on Special Permit 


The Special Permit Granting Authority (SPGA) shall be the 
Board of Appeals, except if specifically otherwise indicated. 


ae Under Section 2315 (a) add the following new section (1) and 
renumber ensuing sections of paragraph (a): 


(1) The creation of fifty (50) or more dwelling units from a 
Common Ownership Area (COA). 
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34 Following 2315 (c), add the following new paragraph 2315 (d) 
and renumber the ensuing paragraphs: 


(d) Historical Structure Uses: 

(1) Any use involving the demolition, or structural 
alteration of more than twenty-five (25%) percent of the 
facade of any primary structure erected prior to the year 
1930; and 

(2) Any use _ involving the demolition, or structural 
alteration of more than twenty-five (25%) percent of the 
facade of any accessory structure erected prior to _ the 


year 1930, if said accessory structure contains more’ than 
eight hundred (800) square feet of floor area. 


4. Following Subsection 2315 (d) (4), add a new subsection (5) and 
renumber Subsection (5) as Subsection (6): 

(5) Use of an access easement, common driveway and/or private 
right of way to provide access to more than two dwelling 
units. 

PLANNING BOARD 


WARRANT COMMITTEE RECOMMENDATION: 


Recommendation to be made at Town Meeting. 
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ARTICLE 49 
To see if the Town will vote to amend the Zoning By-Law as 
follows or act in any way related thereto: 
Section 2326: 


1¢ Revise the first sentence, add a new subsection (a) and 
renumber ensuing sections of paragraph 2326 as follows: 


2326 Uses and Accessory Uses allowed on Special Permit: 


The Special Permit Granting Authority (SPGA) shall be the Board 
of Appeals. 


(a) Any use involving the demolition, or structural alteration 


of more than twenty-five (25%) percent of the facade of 
any primary structure erected prior to the year 1930, or 


aT 


any accessory structure erected prior to the year 1930, if 
said accessory structure contains more than eight hundred 
(800) square feet of floor area. 


e: Following Subsection 2326 (g), add a new Subsection (h), 
and renumber the ensuing Subsections of Section 2326: 


(h) Use of an access easement, common driveway and/or 
private right of way to provide access to more than _ two 
dwelling units or two principal buildings. 


PLANNING BOARD 
WARRANT COMMITTEE RECOMMENDATION: 


Recommendation to be made at Town Meeting. 
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ARTICLE 50 


To see if the Town will vote to amend the Zoning By-Law as 
follows or act in any way related thereto: 


Section 2334: 


it. Revise the first sentence, add a new subsection (a), and 
renumber ensuing sections of Paragraph 2334: 


2334 Uses and Accessory Uses Allowed on Special Permit: 


The Special Permit Granting Authority (SPGA) shall be the Board 
of Appeals, except if specifically otherwise indicated. 


(a) Any use_ involving the demolition, or structural 
alteration or more than twenty-five (25%) percent of the 
facade of any primary structure erected prior to the year 
1930, or any accessory structure erected prior to the 
year 1930, if said accessory structure contains more 
than eight hundred (800) square feet of floor area. 


2. Following Subsection 2334 (e), add a new Subsection (f) and 
renumber the ensuing Subsections of 2334: 


(f) Use of an access easement, common driveway and/or private 
right of way to provide access to more than two dwelling 


units or two principal buildings. 


PLANNING BOARD 
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WARRANT COMMITTEE RECOMMENDATION: 


Recommendation to be made at Town Meeting. 
Kin Se eae oe eee AIR Re Keak hi Ele ede) Ue be me deg fie ge 2 al 


ARTICLE 51 


To see if the Town will vote to amend the Zoning By- 
Law as follows or act in any way related thereto: 


Following Section "2411 Conformity" delete Section 2412, 
adda ineweeoccCt 1 OnSesee G7 2415 eee ae and 2415, and renumber 
ensuing sections of Section 2410. 


2412. Minimum Lot Area. Land used in determination of minium lot 
area shall not include the environmentally sensitive categories of 
land in excess of the limintations set forth hereinafter: 


(a) At least ninety (90%) of the land used in 
determination of minimum lot area shall be land outside of 
any wetland "Resource Area," including without limitation any 
lake, pond, stream, swamp, bog, ten (10) year floodplain, land 
significant to wildlife , floodway or isolated area subject to 
flooding. Resource areas_ shall be as defined in, (wthe 
Massachusetts Wetlands Protection Act (the Act) (M.G.L., 
Ch. 131. Sect.. 40) and implementing regulations of the 
Massachusetts Department of Environmental Protection 310 


CMR_10,00 et seq. Wetlands Protection, as the same may be 
amended from time. 


(b) At least twenty-five (25%) percent of the land used in 
determination of minimum lot area shall be land outside of any 
100 year floodplain as indicated on the Federal Emergency 
Management Agency, Flood Insurance Administration's 
"Flood Insurance Rate Map" (FIRM) and "Flood Boundary and 
Floodway Map" of the Town of Sharon, or if applicable, 
any modification of the 100 year floodplain that’ has 
been formally approved by the Flood Insurance Administration 
(FIA) of the Federal Emergency Management Agency (FEMA) and 
by the Massachusetts Department of Environmental Protection. 


(Cc) At least twenty-five (25%) of the land used in 
determination of minimum lot area shall be land outside 
of any area having naturally occuring slopes; in excess 
of twenty-five (25%) percent. 


(d) At least ninety (90%) percent of the land used in 
determination of minimum lot area shall be land outside of 
any access, utility, drainage, detention/retention, railroad 
or transmission line easement. 
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2413, Lot Width. Lot width shall be measured parallel to the 
street line at the required building minimum street setback 
line. The minimum lot width shall be continuously maintained 
between the minimum setback line and the actual location of 
the principal structure. 


2414. Lot Frontage. Each lot shall have frontage on a Street 
or Way, such frontage shall measure not less than _ two-thirds 
(2/3) of the required minimum lot width. Each lot Sshrealel: 


have its primary means of access through said frontage. 


24157 Lot Shape. All residential lots shall be capable of 
containing a square having an  area_ equal toglssixty (60%) 
percent of the required minimum lot area. 


PLANNING BOARD 
WARRANT COMMITTEE RECOMMENDATION: 


Recommendation to be made at Town Meeting. 
xa *Kgheie & * * * * Ke loko hokarat* * * * * * * 


ARTICLE 52 


To see if the Town will vote to amend the existing Zoning 
By-Laws by deleting Section 3100, including 3110 through 3140, in its 
entirety and substituting the following new text: 


3110. Parking Requirements. In the designated districts, off-street 
parking and loading shall be provided to at least the following 
minimum specifications. 


3111. In all Districts, the minimum number of parking spaces 
required shall be as follows: 


(a) For restaurants, one parking space per five (5) fixed seats 
or ten (10) lineal feet of bench, or where no seats or benches 
are provided, one (1) parking space per twenty (20) square feet 
of floor area open to public assembly. 


(b) For light industrial uses in Light Industrial Districts, 
two (2) spaces per one thousand (1000) square feet of gross 
floor area, or part thereof. 


(c) For residential uses, no less than one (1) off-street space 


per one (1) bedroom dwelling and two (2) off-street spaces per 
two or more bedrooms. 
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(d) For all other permitted business uses: five (5) parking 
spaces per one thousand (1,000) square feet of gross leasable 
area on the ground floor and three (3) parking spaces per one 
thousand (1,000) square feet of such area on any additional 
floor. 


(e) For Hotel, Motel, Rooming or Lodging House uses: at least 
one (1) parking space per motel, hotel, rooming or lodging house 
unit. If a restaurant or public meeting space is also involved, 
there shall be an additional parking space per five (5) fixed 
seats, per ten (10) lineal feet of bench, or where no seats or 
benches are provided, there shall be one (1) additional parking 
space per twenty (20) square feet of floor area open to. public 
assembly. 


3112. Requirements for parking spaces shall be interpreted as 
follows: 


(a) Where the computation of required spaces results in a 
fractional number, a fraction of one-half (1/2) or more 
shall be counted as one. 


(b) No existing use on a lot non-conforming as to parking 
may be expanded or changed to a use requiring more 
parking spaces unless provision is made for additional 
parking spaces at least equal to the difference between 
the requirements for the proposed enlargement or new 
use and the present parking requirement. 


(c) Where it can be demonstrated that the combined peak 
parking needs of all the uses sharing the lot will, 
because of differences in peak hours or days, be less 
than required by subparagraphs 3111 (a) - (g), the 
number of parking spaces to be provided may be _ reduced 
accordingly by Special Permit from the Board of Appeals, 
but only for as long as this condition exists. 


3113. Location of Parking. All parking, including access’ thereto, 
which is accessory to uses within the Business A DIESErICe, 
Business B District and Limited Industrial District shall _ be 
provided within the same district. All required parking 
shall be provided on the same lot or lots as the _ principal 
use or uses to which it is accessory, except that off-street parking 
areas whose pedestrian entrance is within a two hundred (200) foot 
walk of the entrance to the building that it serves may be counted 
towards the fulfillment of the minimum parking requirements in _ the 
following manner: 


(a) If the parking lot is privately owned, the parking 
spaces shall be credited to the owner, or to the several users 
thereof as agreed between them and the owner and recorded on 
the deed to the parking lot, but no such parking lot shall _ be 
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3114. 


ShLS? 


S216; 


otherwise used or diminished in size except insofar as_ the 
Board of Appeals may find that the lot is no longer required 
by the users thereof; 


(b) If the parking lot is publicly owned, each lot having 
business district frontage within a two hundred (200) foot 
walk of any pedestrian entrance to the parking lot shall be 
credited with a proportion of the public parking spaces 
corresponding to the proportion of the private lot’s business 
district frontage bears to the total business district 
frontage of all lots so situated which do not already meet 
the requirements for off-street parking. 


Design of Parking Spaces and Aisles: 


(a) Each required off-street parking space shall be marked 
and shall be large enough to contain a rectangle measured not 
less than nine (9) by twenty (20) feet, exclusive of drive 
and maneuvering space. 


(b) Each required parking space shall have direct access to 
an aisle or driveway having a minimum width of twenty-four (24) 
feet in the case of two-way traffic, or the following minimum 
widths in the case of one-way traffic only: twelve (12) feet 
whenever parking is parallel to the aisle or driveway; ten 
(10) feet whenever the parking is at 30 degrees to the aisle 
or driveway; fifteen (15) feet whenever the parking is at 60 
degrees to the aisle or driveway; twenty (20) feet whenever 
the parking is at 90 degrees to the aisles or driveway; and 
as many feet as the building inspector determines is necessary 
for public safety and convenience, but not more than _ twenty 
(20) feet nor less than ten (10) feet, in all other cases. 


Location and Width of Curb Cuts: 


(a) No curb cut shall be constructed without a street opening 
permit issued by the Superintendent of Public Works. 


(b) No curb cut shall be less than twelve (12) feet nor 
more than thirty (30) feet in width. 


(c) Except for access to loading bays, there shall be no 
more than one (1) driveway from the street to a parking lot 
for the first one hundred (100) feet of lot frontage, nor 
more than one (1) additional driveway for each additional 
one hundred (100) feet of frontage. Whenever more than one 
driveway is permitted under this section, the driveways 
shall be no less than sixty-five (65) feet apart, when 
measured center line to center line. 


Requirements for Off-Street Loading: 
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(a) There shall be at least one (1) loading bay for any 
building containing more than one thousand (1,000) square 
feet of gross leasable business floor area. 


(b) No loading bay shall be less than twelve (12) feet by 
fifty (50) feet for food stores, nor less than twelve (12) 
feet by thirty (30) feet for any other business, nor provide 
less than fourteen (14) feet of vertical clearance. 


Ce) The loading bay shall be laid out as to minimize 
parking maneuvers within a street, way or parking aisle. 


3117. Maintenance of Parking and Loading Areas: 


All accessory driveways, parking and loading areas shall _ be 
graded, surfaced with a dust-free material and drained, all 
to the satisfaction of the Town Engineer and to the extent 
necessary to prevent nuisance of dust, erosion, or excessive 
water flow across public ways or the property of others. The 
maximum surface grade within a parking area shall not _ exceed 
six (6%) percent. All parking areas in excess of thirty (30) 
spaces shall have a storm drain system designed to accommodate 
the ten year frequency storm event. 


3118. Required Landscaping: 


(a) No parking‘or loading shall be permitted within ten (10) 
feet of the side line of any street or way. 


(b) Any parking or loading within a required yard abutting a 
residential district, except for accessory parking on a lot 
used solely for residence, shall be screened from _ such 
district by a strip at least four (4) feet wide in Business 
A and Residential Districts and ten (10) feet in all other 
Districts, densely planted with shrubs or trees which are at 
least four (4) feet high at the time of planting and which 
are of a type that may be expected to form a year-round dense 
screen at least six (6) feet high within three (3) years, or 
by an opaque wall, barrier or uniform fence at least five (5) 
feet high, but not more than seven (7) feet above finished 
grade. Such screening shall be maintained in good condition 
at all times. 


(oy) The total landscaped area maintained in lawns or 
ornamental planting shall not equal less than thirty (30%) 
percent of the total lot area. All areas not built over, paved 
or landscaped shall be maintained in natural vegetation. 
Where usable open space is required, it shall count in its 
entirety as part of the total landscaped area, even if 
partially paved for recreational uses as permitted by 
Subparagraph 4221 (c). 
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(d) For any parking area containing ten (10) or more parking 
spaces, at least five (5%) percent of the area within the 
parking area shall be devoted to curbed, landscaped islands. 
These islands shall contain at least one (1) tree per five (5) 
parking spaces. 


3120. Site Plan Approval. 
For developments subject to Site Plan _ review, adequacy of 
space for parking and for off-street loading and _ unloading 
shall be determined by the Board of Appeals in accordance 
with Subsection 6320. 
Or act in any way related thereto. 
PLANNING BOARD 
WARRANT COMMITTEE RECOMMENDATION: 


Recommendation to be made at Town Meeting. 
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ARTICLE 53 


To see if the Town will vote to amend the Zoning By-Law as 
follows or act in any way related thereto: 


Following Section 3433, add a new subsection 3434 as follows: 


3434. Rate Within a Major Impact Development. In addition to _ the 
limitations imposed by Sections 3431, 3432 and 3433, permits within 


any Major Impact Development shall be issued only if they result in 
not more than the following number of dwelling units being authorized 
within a Common Ownership Area: 


(a) The percentage of the total number of dwelling units within 
the Common Ownership Area authorized by the Special Permit 


Granting Authority, and 


(b) Twenty-five (25) dwelling units have been authorized 
subsequent to the same date one year previous. 


PLANNING BOARD 
WARRANT COMMITTEE RECOMMENDATION: 
Recommendation to be made at Town Meeting. 


ek ei ee * * * * * * * * * * * * * * 
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ARTICLE 54 


To see if the Town will vote to amend the Zoning By-Law as 
follows or act in any way related thereto: 


Add to Article V, in alphabetical order, the following definitions: 


COMMON OWNERSHIP AREA (COA): An area of land consisting of one or 
more parcels or lots, including areas having parcels or lots 
separated by a way, that are, or that at any time since the year 
1980, have been in a form of ownership under which any individual or 
any relative thereof within the second degree of kindred, has any 
ownership interest therein, whether the form of ownership is 
individual, joint tenancy, tenants in the entirety, as trustee or 
beneficiary of a trust, or as an officer or shareholder in a 
corporation or real estate investment trust, or other forms of 
ownership. 


MAJOR IMPACT DEVELOPMENT: A Common Ownership Area used to create 
fifty (50) or more dwelling units. 


MAJOR IMPACT DEVELOPMENT ZONE: An area of land directly affected by 
creation of fifty (50) or more dwelling units within a Common 
Ownership Area. It shall include the Common Ownership Area plus all 
contiguous land within a distance equal to the number of dwelling 
units created within the Common Ownership Area times four (4) feet 
per dwelling unit. 


PLANNING BOARD 
WARRANT COMMITTEE RECOMMENDATION: 


Recommendation to be made at Town Meeting. 
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ARTICLE 55 


To see if the Town will vote to amend the Zoning By-Law as 
follows or act in any way related thereto: 


By deleting in its entirety Section 4332 and substituting therefor 
the following new section: 


4332. Every residential structure shall be constructed on an 
individual lot. Lot area shall not be less than 20,000 square 
feet; lot width at the required setback shall not be less’ than 
100 feet for flexible development; and each lot shall have 
frontage on an existing Town way or street approved under the 
Subdivision Control Law. 


PLANNING BOARD 
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WARRANT COMMITTEE RECOMMENDATION: 


Recommendation to be made at Town Meeting. 
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ARTICLE 56 


To see if the Town will vote to amend the Zoning By-Law as 
follows or act in any way related thereto: 


1. By deleting in its entirety Section 4344. 
2. By deleting in its entirety Section 4345. 
3. By deleting in its entirety Section 4346. 
4. By deleting in its entirety Section 4347. 
5. By deleting in its entirety Section 4348. 


These sections were inadvertently left in the By-Laws during complex 
rezoning change of the so-called Cluster Development By-Law that was 
done in 1986. The subjects of the deleted Sections were modified and 
included in amendments to the By-Law adopted that year (1986) by 
Annual Town Meeting. 


PLANNING BOARD 
WARRANT COMMITTEE RECOMMENDATION: 


Recommendation to be made at Town Meeting. 
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ARTICLE 57 


To see if the Town will vote to amend the following paragraphs 
in Section 4500 (Water Resource Protection District) of the Zoning 
By-Law as follows: 


yh In Section 4530 (Regulations): Add the word "as" after the words 
"for any purpose" in the second sentence of the section. By further 
adding the words "by right" after the word "permitted" also in the 
second sentence. That sentence would now read "Land in a Water 
Resource Protection District may be used for any purpose as otherwise 
permitted by right in the underlying district, subject to the 
following additional restrictions." 


2H In Section 4531l(c) add a semicolon after the word "District" and 


delete the words "except in the case of a facility specifically 
designed to protect Lake Massapoag;" 
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ae In Section 4531(d) add a semicolon after the word "plants" and 
delete the words "except if municipally owned and _ specifically 
designed to protect Lake Massapoag;" 


Le In Section 4532 (Special Permit Uses): Delete the words "the 
following shall be allowed only upon receipt of a special permit from 
the Board of Appeals", and in their place add "the following uses are 
prohibited unless a Special Permit is granted by the Board of 
Appeals." 


Js In Section 4532(a): after the words "any activity" delete the 
words "not specifically prohibited in Section 4531." 


6. In Section 4532(c): after the word "devices" add a semicolon and 
delete the rest of the paragraph. 


Wh: In Section 4532(d): at the end of the section add the following 
sentence "In a residence, waste water generation is 110 gpd per 
bedroom." 


8. In Section 4535 (Impervious Materials Coverage): In the second 
sentence beginning "The natural vegetation..." delete the word 
“increase" after the words "so as to" and in its place substitute 
"maximize the". Delete in its entirety the sentence beginning "This 
section shall not apply..." 


of In Section 4541 (Special Permit Granting Authority): In, the 
last sentence beginning "In making such determination..." delete the 
word "the" after the words "potential failure of" and in its place 
substitute "any proposed". 


10. In Section 4542: Delete this section in its entirety and add 
the following new Section 4542 (formerly Sect. 4545): 


4542. Submittals. 
(a) All applications for Special Permits shall include: 


(1) Certification by a registered professional 
engineer, whose expertise is in hydrogeology and 
who has been approved by the Town, at _ the 
applicant's expense, that the proposed use will 
not have a significant adverse impact upon water 
resources. 


(2) Water elevations and logs of borings driven to a 
minimum depth of twenty-five (25) feet or 
refusal. At least two borings per acre at the 
location are required which shall be arranged to 
identify the direction and depth of ground water 
flow. 
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(3) 


(4) 


(5) 


(6) 


A complete list of all chemicals, pesticides, 
fuels and other potentially toxic or hazardous 
materials to be used or stored on the _ premises 
in quantities greater than those associated with 
normal household use, accompanied by a 
description of measures proposed to protect all 
storage containers/facilities from vandalism, 
corrosion and leakage and to provide for control 
OL *spiliss 


A description of any potentially toxic or 
hazardous waste to be generated and evidence of 
permits for its proper storage and disposal. 


Upon the request of the SPGA, a list of measures 
that the applicant will take to ensure compliance 
with the conditions imposed by the Special 
Permit, including but not limited to; the 
circumstances under which the SPGA, its designees 
or a professional consultant engaged pursuant to 
Section 6313(1) of this By-Law may inspect or 
monitor these conditions, and a monitoring or 
inspection schedule. 


All submittals shall be reviewed by the Town 
Engineer prior to application, who shall _ submit 
his report to the Board of Appeals prior to the 
public hearing. 


(b) Applications for other than one single family house. shall 


also include: 


(1) 


(2) 


(3) 


Evidence of approval by the Massachusetts 
Department of Environmental Protection (DEP) of 
any industrial waste treatment or disposal system 
or any waste-water treatment system over 15,000 
gallons per day capacity. 


Projections of downgradient concentrations of 
nitrogen and other relevant chemicals (e.g., 
Federal Safe Drinking Water Standard Chemicals) 
at property boundaries and other locations deemed 
pertinent by the Board of Appeals. Projections 
shall be based upon appropriate ground water 
models. 


The following criteria are to be used _ for 
nitrogen calculations for Ground Water & Surface 


Water Resource Protection Districts: 


*k*Wastewater per person: 5 lbs. nitrogen per 
year. 
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(4) 


(5) 


(6) 


***Three (3) persons per dwelling unit. 

**kLawn Fertilizer: 3 lbs. nitrogen per 1,000 
square feet of lawn per year. 

***Road Runoff: 0.19 lbs. nitrogen per curb mile 
per day. 

**k*Background nitrogen concentration: actual 
field measurements. 


The following criteria are to be used for Ground 
Water Flow and Impacts to Drinking Water Supply 
Wells: 


***Identify probable impacted water supply well 
by constructing flow line downgradient of the 
proposed site. 

***kAreal Recharge Rate: 16 inches per year for 
sand and gravel; 9 inches per year for till. 
***Hydraulic Conductivity: Listed from closest 
down gradient public supply well. 

***Saturated Thickness Map ioe (1987) 
supplemented with site specific borings. 
***Ground Water Gradient: Sharon Water Table Map 
(IEP, 1987) supplemented with site specific 
measurements. 


Impervious Areas. For any proposed activity on a 
lot that would render more than fifteen (15%) 
percent of the total lot area impervious, the 
application or site plan shall contain evidence 
prepared by a Registered Professional Engineer 
containing drainage calculations, utilizing U.S. 
Soil Conservation Service methodology, 
demonstrating that any increase in the total 
volume of runoff shall be recharged on site and 
diverted towards areas with vegetation for 
surface infiltration to the maximum_~ extent 
possible. The application or site plan 
accompanying such application shall be 
accompanied by a narrative statement explaining 
the use of dry wells, which shall be allowed only 
upon a showing that other methods are _ not 
feasible; all dry wells shall be preceded _ by 
oil, grease and_ space sediment traps to 
facilitate removal of contaminants. 


Maintenance of Vegetative Cover. For any use 
retaining less than forty (40%) percent of lot 
area as a natural vegetative area, the 


application or site plan shall contain evidence 
including a narrative statement by a Registered 
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Professional Engineer certifying that such 
removal of vegetative cover will likely not 
result in decreased recharge of the ground water 
deposit or increased sedimentation of surface 
waters. The application or site plan _ shall 
indicate any restoration proposals or _ erosion 
control measures proposed on the premises. 


(c) Any change, alteration or expansion of a single or _ two 
family residence shall not be required to make such submittals as 
required by 4542(a) and (b) at application, provided that’ the 
Board of Appeals may thereafter require any or all of such 
submittals under 4542(a) or (b). 


(d) Review by other Town Agencies. At the time of submission of 
the Special Permit application, the applicant shall 
simultaneously transmit copies to the Planning Board, the 
Conservation Commission, the Department of Public Works, the 
Board of Health, and any other Town = agencies/boards- or 
departments as may be required by the Board of Appeals for their 
written recommendations. Failure to respond in writing within 45 
days shall indicate approval or lack of desire to comment by said 
agency. 


11. In Section 4543 subsections (a) and (b), after the words "if the 
applicant demonstrates" add the following words to both sections: 
"that the development or use sought will not adversely affect the 
groundwater because:" 


12. In Section 4544 (Criteria for Special Permits not Covered by 

Section 4543): Add a new section (c) as follows: 
(c) Subject to the conditions listed in Section 6313 of this 
By-Law, and notwithstanding the provisions of 4544(a) or 
4544(b), a Special Permit for a change, alteration or expansion 
of a single or two family residence to be issued by the Board of 
Appeals shall consider the following conditions of any Special 
Permit granted thereunder: 


(i) water saving devices for all bathrooms; 

Ci) organic only fertilizers and weed killers; 

Cid) leaders for roof gutters into drywells; 

(iv) upgrade of the existing subsurface sanitary disposal 
system; 

(v) annual pumping of the subsurface sanitary disposal 
system; 

(vi) no garbage disposers or disposals; 


(vii) and such other conditions as may be deemed appropriate. 


L3aohlmsSectionu:-A545an(Submittals); Delete this section in its 
entirety. It has already been incorporated into Section 4542; 


or act in any way relating thereto. 
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PLANNING BOARD 
WARRANT COMMITTEE RECOMMENDATION: 


Recommendation to be made at Town Meeting. 
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ARTICLE 58 


To see if the Town will vote to amend the Zoning By-Law as 
follows or act in any way related thereto: 


In Section 6300 (Special Permits): 


lf Following Section 6312, add new paragraphs 6313 and 6314 and 
renumber the ensuing sections of 6310. 


6313. In addition to the provisions of 6312, the SPGA shall not 
approve any application for a Special Permit for the demolition, or 
structural alteration of more than twenty-five (25%) percent of the 
facade of any primary structure or any accessory structure over eight 
hundred (800) square feet erected prior to the year 1930, unless it 
finds that in its judgment, all of the following conditions are met: 


(a) The structure cannot be preserved using the best available 
technology. 


(b) The Sharon Historical Commission determines that _ the 
structure has no historical or architectural value. 


Ge) The State Historic Preservation Officer determines that 
the structure has no historical or architectural value. 


6314. In addition to the provisions of 6312, the SPGA shall not 
approve any application for use of an access easement or private 
right of way to provide access to more than two dwelling units or two 
principal buildings, unless it finds that in its judgment, all of the 
following conditions are met: 


(a) The access easement or private right of way shall be 
adequate for the intended use and shall, as a minimum, meet or 
exceed the standards for a street as set forth in the Land 
Subdivision Rules & Regulations of the Planning Board of the 
Town of Sharon, in effect at the time of application for 
Special Permit. 


(b) All sidewalks, bikeways, walkways, utilities, stormwater 
management measures, natural feature preservation measures, and 
other requirements shall be adequate for the intended use and 
shall, as a minimum, meet or exceed the standards set forth in 
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the Land Subdivision Rules & Regulations of the Planning Board 
of the Town of Sharon, in effect at the time of application for 
Special Permit. 


6315. In approving a Special Permit, the SPGA... 


BF Following Subsection 6315, add new Subsections 6316, 6317 and 
6318, and renumber the ensuing sections of 6310: 


6316. In approving a Special Permit for creating of fifty (50) 
or more dwelling units from a Common Ownership Area (COA) pursuant to 
Paragraph 2315(a) (1), the SPGA may consider, but is not limited to 
the measures listed in 6315 and the following: 


(a) Provision of lot areas, frontage, front yards, side yards 
or rear yards greater than the minimum otherwise required by 
this By-Law. 


(b) Measures to minimize impacts on community services through 
measures to upgrade municipal utility systems, services and 
schools. 


(c) Provision of Open Land. 


(d) Provision of housing opportunities for households of low 
and moderate incomes. 


(e) Location of development in areas that will minimize 
impacts on water resources, soil erosions and open space. 


(f) Preservation of structures constructed prior to 1930. 


(g) Provision of underground utilities including telephone, 
electric and cable television service in the COA'’s Major Impact 
Development Zone. 


(h) Provision of municipal utility improvements, roadway 
betterments and intersection improvements, including 
channelization and traffic control devices within the COA’s 
Major Impact Development Zone. 


(i) Provision of covenants running with the land providing for 
operating and maintenance of the access easement or private 
right of way, and for sidewalks, bikeways, walkways, utilities, 
stormwater management measures, natural features preservation 
measures, and other requirements by property owners. 


PLANNING BOARD 
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WARRANT COMMITTEE RECOMMENDATION: 


Recommendation to be made at Town Meeting. 
eee ey Aes oa * * * * * * * * * * * * * * 


ARTICLE 59 


To see if the Town will vote to designate the following listed 
streets as Scenic Roads in accordance with the provisions of Section 
15-C of Chapter 40 of the General Laws: 


Beach Street 
Bluff Head Road 
Bluff Head Circle 
Chestnut Stret 
Edgewood Road 
Forest Road 
Oakland Road 

Pine Road 

Ridge Road 

South Pleasant Street 
Sylvan Road 
Valley Road 
Walnut Street 


Or act in any way related thereto. 
PLANNING BOARD 
WARRANT COMMITTEE RECOMMENDATION: 


Recommendation to be made at Town Meeting. 
te akew kon weg.) tee se iniaee em het eS ke Ste kitin ene ks) a pe Bak, Dy xk 


ARTICLE 60 


To see if the Town will vote to add the following Section: 
Day Care Inspection Certificate to the Zoning By-Laws: 


Section 2315(a) (6): 


Family day care home or day care center as defined in Section 9 of 
Chapter 28A, shall not be conducted, erected, constructed, placed, 
converted, enlarged or otherwise changed without a Special Permit 
granted by the Board of Appeals, which in addition to the 
requirements of Section 6300 of this by law, must find that: 


(a) All licenses have been obtained from appropriate State 
agencies for the type of facility conducted; 


(b) The Fire Chief has inspected the facility and submitted 
written recommendations; 
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(c) The applicants for the Special Permit have provided a 
certificate to prove the premises are lead free, have 
adequate smoke detectors and have a second means of egress. 


Or act in any way related thereto. 
PLANNING BOARD 
WARRANT COMMITTEE RECOMMENDATION: 


Recommendation to be made at Town Meeting. 
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ARTICLE 61 


To see if the Town will vote to amend the existing Zoning 
By-Laws as relating to Farms under the Special Permit by adding or 
amending the following sections: 


2313(a) Agricultural, horticultural, floricultural or 
viticultural; market gardens; nurseries; greenhouses. 


2315(e) Structures for Agricultural, Horticultural, 
Floricultural and Viticultural Uses Allowed by Special Permit. 


The construction of new structures on parcels of land of more 
than five (5) acres, used for the primary purpose of agriculture, 
horticulture, floriculture or viticulture; including those facilities 
for the sale of produce and wine and dairy products insofar as a 
majority of such products for sale have been produced by the owner of 
the land on which the facility is located. 


2334(g) Structures for Agricultural, Horticultural, 
Floricultural and Viticultural Uses allowed by Special Permit. 


The construction of new structures on parcels of land of more 
than five (5) acres, used for the primary purpose of agriculture, 
horticulture, floriculture or viticulture; including those facilities 
for the sale of produce and wine and dairy products insofar as a 
majority of such products for sale have been produced by the owner of 
the land on which the facility is located. 


Or act in any way related thereto. 
PLANNING BOARD 
WARRANT COMMITTEE RECOMMENDATION: 


Recommendation to be made at Town Meeting. 
a ES POM ah ee Pe ee Oe ee | ee ee ee ee ee ee ee | 


54 


ARTICLE 62 


To see if the Town will vote to amend the Zoning By-Laws by 
amending Section 6220 to read as follows: 


6220. Powers. The Board of Appeals shall have and exercise all 
the powers granted to it by Chapters 40A, 40B, and 41 of the General 
Laws and by this By-Law. The Board of Appeals’ powers shall include 
the authority to consider and affect property held in common 
ownership when making a finding, or reviewing applications for a 
variance, special permit, comprehensive permit or site plan approval. 
For purposes of these by-laws, property held in common ownership 
shall have the same meaning as Common Ownership Area as defined in 
Article V, Common Ownership Area. The Board’s powers are as 
follows: 


Or act in any way related thereto. 


PLANNING BOARD 


WARRANT COMMITTEE RECOMMENDATION: 


Recommendation to be made at Town Meeting. 
eek wikgk kak Kink bk KOR KEK REEL & 


ARTICLE 63 


To see if the Town will vote to accept and adopt as a public way 
King’s Road in its entirety from its beginning adjacent to Eisenhower 
Drive northerly a distance of 1475.00 feet to the terminus as _ laid 
out by the Selectmen, and raise and appropriate, or transfer from 
available funds, a sum of money therefor, or act in any way relating 
thereto. 


PLANNING BOARD 
WARRANT COMMITTEE RECOMMENDATION: 


Recommendation to be made at Town Meeting. 
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ARTICLE 64 


To see if the Town will vote to accept and adopt as a public way 
a portion of Aspen Road from a point at the intersection of Heather 
Way northwesterly a distance of 880 feet to the terminus as Juniper 
Road, as laid out by the Selectmen, and raise and appropriate, or 
transfer from available funds, a sum of money therefor, or act in any 
way relating thereto. 


PLANNING BOARD 
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WARRANT COMMITTEE RECOMMENDATION: 


Recommendation to be made at Town Meeting. 
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ARTICLE 65 


To see if the Town will vote to accept and adopt as a public way 
a portion of Azalea Road from a point 1,050 feet from its beginning 
adjacent to Hampton Road northwesterly a distance of 1880 feet 
to the terminus as laid out by the Selectmen, and raise and 
appropriate, or transfer from available funds, a sum of money 
therefor, or act in any way relating thereto. 


PLANNING BOARD 
WARRANT COMMITTEE RECOMMENDATION: 


Recommendation to be made at Town Meeting. 
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ARTICLE 66 


To see if the Town will vote to accept and adopt as a public 
way Magnolia Road in its entirety from its beginning adjacent to 
Hampton Road easterly and northerly a distance of 1450 feet to the 
intersection of Aspen Road as laid out by the Selectmen, and raise 
and appropriate, or transfer from available funds, a sum of money 
therefor, or act in any way relating thereto. 


PLANNING BOARD 
WARRANT COMMITTEE RECOMMENDATION: 


Recommendation to be made at Town Meeting. 
* ke) Tie -seotkieete | eb ee eam ki ee kee ok. Tad *e" *eowk 


ARTICLE 67 
To see if the Town will vote to accept and adopt as a public way 
Juniper Road in its entirety from its beginning adjacent to Azalea 
Road easterly and northerly a distance of 1,700 feet to the terminus 
as laid out by the Selectmen, and raise and appropriate, or transfer 


from available funds, a sum of money therefor, or act in any way 
relating thereto. 


PLANNING BOARD 
WARRANT COMMITTEE RECOMMENDATION: 


Recommendation to be made at Town Meeting. 
a ee ek ae ent a 
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ARTICLE 68 


To see if the Town will vote to accept and adopt as a public way 
Lilac Street in its entirety from its beginning adjacent to Hampton 
Road westerly a distance of 800 feet to the terminus adjacent to 
Juniper Road as laid out by the Selectmen, and raise and 
appropriate, or transfer from available funds, a sum of money 
therefor, or act in any way relating thereto. 


PLANNING BOARD 
WARRANT COMMITTEE RECOMMENDATION: 


Recommendation to be made at Town Meeting. 
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ARTICLE 69 


To see if the Town will vote to accept and adopt as a public way 
Canoe River Road in its entirety from its beginning adjacent to East 
Foxboro Street southerly a distance of 2,300 feet to the terminus 
adjacent to Cow Hill Road as laid out by the Selectmen, and raise and 
appropriate, or transfer from available funds, a sum of money 
therefor, or act in any way relating thereto. 


PLANNING BOARD 
WARRANT COMMITTEE RECOMMENDATION: 


Recommendation to be made at Town Meeting. 
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ARTICLE 70 


To see if the Town will vote to accept and adopt as a public way 
King Philip Road in its entirety from its beginning adjacent to East 
Foxboro Street southerly a distance of 2,600 feet to the terminus as 
laid out by the Selectmen, and raise and appropriate, or transfer 
from available funds, a sum of money therfore, or act in any way 
relating thereto. 


PLANNING BOARD 
WARRANT COMMITTEE RECOMMENDATION: 


Recommendation to be made at Town Meeting. 
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ARTICLE 71 


To see if the Town will vote to accept and adopt as a public way 
Wampanoag Road in its entirety from its beginning adjacent to Canoe 
River Road westerly a distance of 550 feet to the terminus adjacent 
to King Philip Road as laid out by the Selectmen, and raise and 
appropriate, or transfer from available funds, a sum of money 
therefor, or act in any way relating thereto. 


PLANNING BOARD 


WARRANT COMMITTEE RECOMMENDATION: 


Recommendation to be made at Town Meeting. 
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ARTICLE 72 


To see if the Town will vote to accept and adopt as a public way 
Cow Hill Road in its entirety from its beginning adjacent to King 
Philip Road northerly a distance of 1,150 feet to the terminus as 
laid out by the Selectmen, and raise and appropriate, or transfer 
from available funds, a sum of money therefor, or act in any way 
relating thereto. 


PLANNING BOARD 
WARRANT COMMITTEE RECOMMENDATION: 
Recommendation to be made at Town Meeting. 
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And you are directed to serve this Warrant by posting attested 
copies of the same in accordance with the Town By-Laws. 


Hereof fail not, and make due return of this Warrant with your 
doings thereon, at the time and place of meeting aforesaid. 


Given under our hands this 29th day of March, A D 1990. 
NORMAN KATZ, Chairman 
ALLEN M. GARF 
EDWIN S. LITTLE 


BOARD OF SELECTMEN 
SHARON, MASSACHUSETTS 


Attest: BERNARD F. COFFEY, Constable 
Sharon, Massachuetts 


March 29, 1990 


58 


286° SS 
Z9L‘ eh 
299°98- (959$) 
226° LL- (tree$) 
28°82 680 ‘6L$ 
6 
696‘ ZE 
6 
ZZ‘ Set 
6 
we" s- (22° St$) 
296‘8L 
186 ‘68 
655‘Z 
22° 8- (zer$) 
662‘ 
662°L6 
280 °8 o$ 
a2 ites 660 ‘BLS 
Zb2°OL- (a9E$) 
6 
OZtr ‘tL 
ZH6‘ LOL 
866 
%Se"ZL- (619‘8z$) 
288 °6 6$ 











abuey9 
quasuag 






(433q) “3ur = paTrejzaq 





¥OL°66 
9€2°Z 


baw “@zL 


8LS‘OLL 


868 96 
eee ‘Sze 


ZOZ*ZtL 


8S 








PtAiang voN 


Reem 


eyo} 
papuwItay 16-8661 Papumotzay 





L abeyg 


























Sasuadx 
sabem/sataeres E 
892‘ 66 £52‘ 28 USSd304g 23ePG SSL-LB 
6%S°2 9E2°2 paeog [sauesadag 251-18 
800 ‘GS 9nB ‘so ae] 1LSt-18 
TaneA] 9309385 40 4NO 
Sasuadx 3 
S8TATL xeL 
sabem/ “Tes 4ayj0 
filaeTes S,Aaanseaay 
898‘ SSL 846 “S6L AGANSP3BAL GeL-1LB 
Sasuadx y 
sabem/ -Tes «auj0 
"Tes Saossassy 
659‘BLL OSL‘ 60L S40SSaSSY) LiHL-LB 
Sasuadx 
saben/sataertes 
860 ‘96 9£8 ‘66 quequNOI|Dy = «=6SEL-1LB 
6600‘SLE 800 ‘O1LZ puny anaasay cEL-te 
696‘ 882° “JauoD BUeWIeA «ULLEL-LB 
Taneal 3303S 40 43ND 
Sasuadxq 
saben/ “Tes aay 0 
“Tes S,UauzIaTas 
88‘ Litt 266° SEL UsHRITS 30 Pug ZZL-LB 
oso em Ves 402 e48pON RELI 
-oaddy papuadx 3 
86-686L 68-886L 
uot eTN}Tdejay 





§ 8TITA4y 


286 °6 


299° L- 


Zb2* tt- 


200 * t- 


sul" SZ 


2le°2 


o$ 


(7 6$) 


(n99‘Ee8$) 


a$ 
8$ 
e$ 
o$ 
$ 
o$ 
(655$) 


(262$) 


zus* LES 


896 ‘tS 


855°tZ 
828°2 
6th * 8Z 


O52‘ 2h 
Olt EE9 


ZOL“ZEL 
S9S*SEL‘t 


£6b°2 
282 "th 


zEc* OL 
LSt ‘Ot 


8 
260‘ t 
289° SZ 
ZS ‘GE 


6es‘L 


226° SS 


B9L*L89 


299°@S2°L 
65 

ese*2 

6S 

A 

L8z‘L 


Liw*eL 


$26°9L 


68°95 


968°65 


z abeg 
6845‘4 


998°95 


R78‘ Hhe 


299°8S2°L 


8S 


ose*e 


bL8z*L 


6/6°EL 


zso* sb 


178° ht 


968° SS 


80S5‘L 


9LS°hS 


686° 189 


enzZ‘6eL‘b 


920 ‘ZL 


950 °9S 


620 °%S 


i 
f——- == 


Ssqubtan Jo ats Wez-18 
| sasuadxZ A940 
Sasuadxq 
i sabem/sataeltes 


a2ueTnquy tLec-t6 


sasuadxq 
sabep/satsaeles 


quawjzaedaqg a4T4 62z-16 


| 

| 

| 

| 

| 

| 

sasuadx] 
sabem/sataeTes 
t 

| 

| 


“aaq}tuuo) ubts 661-18 





[——~~;a0day umo) 461-18 





UoT}IY “SATIIU 981-18 


uo) “pul/ “3g 681-18 
| Sqeaddy Jo pag 921-168 


if 


paeog Burtuuetd S/1-16 


4 





| sasuadx 3 
| sabem/sataeles 


"TT awog -Su0) bZb-l8 





| sasuadx 
eee ete: =: 


-BPay/suot 3313 «291-18 


sasuadx 
saben/ “Tes 43430 
fiaeTes SHI umol 


44919 UMOo] L9OL-LB 


[tenes aze3s 40 3NnD 
| 


708 °8 


286 “861L- 


Shh” SS- 


ZEL- 2 


08-8 


260° S- 


Z6L" H- 


788 "8 
268° 6Z- 


REE 6- 
ZEZ” SZ 


786 °6 


a$ 


(eoe$) 


(6% *%Z$) 


89a ‘LL$ 


as 


(269° 95$) 


(2uz‘oen$) 


6$ 
(86L‘LZ$) 


L8L‘s 
85h “tL 


LOL‘ Eze 
282° Et 


6 

8 

605 
856‘ 2h 
660 ‘Zz 
805‘ 9% 
680 ‘Ez 
06z2‘98 
Lee‘ Le 
819 ‘hz 
LEQ‘ HZ2 


tid‘ t 
S66‘2ZL 


Loc‘ 


669° 6L 


€8E°O9L 


858° S6Z 


692° 9Se°L 


£89‘ 818° 6 


865‘ 
8868S 


692° 2Z 
8th 


eee ‘Lt 


€ abeg 
bec“ be 


66 


6£6 ‘ht 


SLE“ SSL 


058° S6z 


2S%°ELL*b 


668‘82Z‘OL 


66S5‘h 
866 ‘22 


ELL‘ Sz 
689‘Ee 


606‘L 


BL2 ‘tL 


8 


E2895 


SOE‘ LZL 


691“ %8Z 


cht“ B2ZE SL 


296°002‘OL 


8 
29° 8S 


ZLO* HZ 
St6‘8 


L86 


Sueia}an &%S-1Ls 
“auo} YINOA 285-18 


Sasuadx 3 

SaT4eTes 

DUTDY UO TT3UNO} LeS-18 
Sasuadx 3 
S8TAeLTeS 

YITESH B1S-le 


SZUDT] 33939438 86k-18 


Taneaj a3e3$ 40 3N0 Lew 
Titspue] fiueqrues gey 
spunoay/fiaqysaao4 62% 
“JUTCW/SATITTTICY BZy 
TasaTg/auTloseg 227% 
fiaauTysey peoy oz 
T04AQUOD ITIICAL SZ 
“QUTEW 4AdQUTA Ze 
“qurey femybty zz 
UOTIEAISTUTUPY LZy 

sabem/satueres 

Add 18%-18 


Teneal 3203S 30 43ND 
STOOUIS BLE-is 


UOTJIN, TeUdT}eION LZES 
Tevotbay 4s ezes 
uot eInpZ 6BBc-I8 


Sasuadx 
SaTAelTes 
433T440 DOG 262-18 


asuajaq TIAT3 


162-18 





-yaadsul [ewtuy 





L82'8+8'6 


8ZE'E0L 


62S‘E9L't 


Ler ley 


660'98 


000'I 


009'SI 


t6AS 
WLOL 


068'822'01 


060'06S 


S8s‘99L'l 


S€8'60S 


Lve'ls 


000't 


662' PS 


099'621 


06A4 


Ler'sse'l 180°SOZL‘L 9S8°266'Z 608°ELS'8 
82E'EOL 060'06S 
62S‘E9L't G8B'99l't 
OZ9'891 O8l'SZt LLL'8L2 GS9'P8E 
660'98 LZve'ls 
000'I 000‘! 
009'SI 662'S 
0 099'621 
b6AS O06A4 L6Ad 06A4 
NOILVONGS 1VIO3dS NOILVONGS YVIND3SY 
ALISOdWOD 


NOILVIddOUddV INSWLYVd3d IOOHOS 16A4 


29020 VW ‘NOYVHS 
INSWLYVd30 IOOHOS 


JB}O] 


uOoNIN 


eouBUa}UIEWy/|eIPOISND 


uoleyodsubly 


S8dINES UIeeH 


sOURBPUaHY 


SONIANOY JUaPNIS 


SONa|yIY 


LNNODOV 


‘Jooyos ysIy puke [OOYdS s[pprul ay) Iv (spIOz—1 

JuapNIs ‘Zulpeis ‘oourpuaye) Surssoooid eIep IOJ SadIAIOS po}oRNUOD 

pue “Jaaed) jyvis ‘sasuedxe uonenpesis jooyss ysiy ‘spies ysode1 Arejuoweya 
‘sarjddns 901jjo opnjour sosuedxg ‘souejoroas pue jedrourd jueisisse 

ooyss ysty ‘fedioursid Jooyss ysty ‘[edrourd jueisisse Jooyos o[pprwu 

¢° ‘jedrourd yooyos aypprw ‘sjedroutd Aseyuoulaja opnjout suontsog 


[OAR 
jJeis pue osvisod ‘sorddns 901jjo opnjour sosuedxgq -Arejo09s pur sadtAses 
Jouuosiag [Idng JO 101901Iq 9opnyoul suonIsog "UONeoNpY [eloods 





‘JOART) Jyeis pue o8ejsod ‘soijddns winjnoiind spnjour sosuedxq 
‘AIW}O1N9S WMNINLLIND pue S9dIAJOS YOUN, [Ooyds pue uoNeOdsueN 
Joy Ajtyiqisuodsor ouinsse [[IM OYM s[eINWeNnU, puke uoNeoNnpY 


[eotskyd ‘soneyyIy JO 10I901IG ¢° apnjour suoMIsog TUOMeoNpy Je[isoy 


"JOARI) JyeIs pue a8ejsod ‘sarjddns so1yjo opnfour sosuadxq -19d904y400q 
jueisisse pue sodsexx00q ‘ArejaI99s jouuosied ‘sjooysg jo iUopusjutiodng 
ael90ssy 0} AlvjaINes ‘sjooyog Jo Juapusjutiadng 0} Are}9I098 ‘sjooyds 
JO juopuajutiadng ajeloossy ‘sjooysg jo juspusjutiodng epnjour suontsog 


"SJUOWOSTIIOAPR PdIJISseyO 
pue ‘Josunod jesey ‘Are}9199S OJ SOdIAIOS poJdeNUOD opnouI sasuedxq 





uoneueldxg Woy oury 
NOILVIddOUddV LNANLUVddd TOOHDS 164 


L9070 VW ‘NOUVHS 
LNAWLYV ddd TOOHDS 


‘STVdIONIUd 


NOISIA Yad NS 


NOILVULSININGV 


HALLIWNOD TOOHDS 


“yooqievok 
pue ‘sodedsmou ‘[Iounod UaPNIS ‘SIOSIAPE SSP[D p SPNJOUT SONTATIOB JOOYOS 
ysry oy) 18 pue jooyds s[Pplul sy Ie [LOUNOD JUSpNis aepNyou! SsuIvISOId 


‘payeurwiya useq sey fooyss ysIy oy? 1e weId0Id SNeTYIe ONseTOYSsIOIUT OY] 


‘99/ JoideyD Aq poiepuew suoTeNTeAd 
Juopnis jUapusdepul JOJ dTAIOS po}oRNUOD PUB [OAR] JJeIS “S[PLOIwW 
Zurjsai apnjout sosuadxq ‘sistdsopoyoAsd jooyos Z spnpoul suontsod 


‘uotstasodns pure uoneurpioos wieis0id 0) yoom Jod Aep UO Sa}OAop pue 
(ZI-9) JOWUIPIOOD sOURPINS dy} SB SaAIOS JOTISUNOD aourpins yooyos ysiy 
2uQ ‘Alejoio0s gouepins jooyss ysIy eB puke JOOYos ysiy oy) 1e so;asuNod 
gouepins p ‘JOoyos s[pplu oy) ew JO[EsUNOD soURpPINS ke opNjoU! sUOTIISOd 


*suondiiosqns 
pue syooq Aseiqi, opnyour sesuodxgq “suelseiqi] ¢ 9pN[oUut sUOTIIsOd 


‘syooq)xe} pue sotjddns ‘suonenjeas juapnis ‘uonoNsUT sWwOY ‘Adeioyi 
jeuonednoso ‘Adesoyy peoisXkyd 10j SadiAJos pojoeUOD epNfou! sasuodxy 
‘sopre jeuOHONsuT pue jueisisse Adesoyy feuonednss0 ‘systdesoy) 
yooods ‘s1ayova} WOOI JdINOSAI ‘s1OYORI}] WOOISSe[D paeseq osensur] 
‘sroyoee} pooypyiys Apieo opnyour suontsog TUONeoNp” jeloods 





"syooq)xo} 
pue sorjddns winjnowind ‘setae juepnis spout sosuedxq ‘siojuoW 
pue sjuRIsIsse [OOYSS ‘sjURISISse [BOLO] spnyoul suonisod sutyore) 

-UON ‘eIpswW patjiun pue ssojndwos ‘soneweyyewW ‘siIe sATBOTUNWIUOS 
‘uowidojaaop pue uorstasodns wimnynoiinds 07 yoom Jod Aep uo pousisse 
aie 1vY) SIOYORd} WOOISSe[D oe OYM (Z-y) SJOJeUIPIOOD WNNTWINS 

p oie d10y], ‘sie poiejar pue stwepeoe ‘AIe]UOUIO]O ‘u9}1e3 1Opuly 

‘yyeys Buryova} JO SuUONRIIJISSe]D [Je IpNjour suonisod 





SALLIALLOV LNAGNLS 


SOLLATHLV 


TVOIDO TOHDASd 


FONVAIND 


AUVAAT 


‘ONIHOVALL 


‘99L JoideyD Aq paiepuew suweiZ01d uoneonps 
[etseds sanesoge[oo pue ojeatid ul paljoiua sjuapmis ¢¢ IOJ s}sod uONIN] 


‘SWOOIOJUI pue suajshs wiee ‘siatIdoooi0yd 

‘srojndwioo ‘juowidinbo [euononsut ‘sIo[I0q JOJ SddIAIOS po}oRNUOD 
Sopnjoul soueuajuIeW juoWdInby ‘odeIaMes puke spuNoIs ‘[eoLNDaI9 
‘Surquinjd 10} sodIAJos pajoenuos pue ‘soiddns ‘sanipun sopntour sasuodxg 
‘SUBIPOISND C{T pue ‘SI9yIOM DOURUDIUIVUT SpuNOIs Z ‘IOyIOM JOURUDIUIEU 
“uBIdIND9[9 ‘suoneiodg puke sdueUajUIe JO IJOSIAIOdNS spnjour suonIsog 


"99L saideyD 
YUM goURPIODIe UI SjusWIZ0RI[d IDINSIP-Jo-3nO 0} sjUspNis spoou jeIdads 
Wodsues 0} SodIAIgs pajyoenUuod papnyour sosuedxq "uUONeONpy [eloods 





‘uoneodsuel) usjiesiopuly surusow 
-Pprul JOJ posn oq [[IM Sasnq £ YOIYM Jo uoNeWOdsueN IejN3eI 10} sasnq 
JOOYDS 6 JO} S2DIAIaS pa}deNUOD apnjouT sasuodxy| "UOTeONpA JejNsoy 





OYVNOS 
YUM JOeIUOD pue sat[ddns 99d1jjo yeoy ‘10}90p JooYoS 9y1 10J puodns e 


opnjour sosuedxq “sjuRisisse yeoy Z puke sosinu OOYySS Z spnjour suoNIsog 


“IQOIJJO gouRpusye Joy puodns 


NOILINL 


HONVNALNIVIN 


NOILVLYOdSNVUL 


SHOIANAS HLTVAH 


HONVANALLV 


WB SL 
uononsysu| 


%6S'°S 
(uoneonpy je1seds) SBDIM9S JUBPNS 
syUgW90R|q 19ISIG-JO-1NO 
NOLIN 
SOHN 
douRUDIUIeEW 
[etpoisny 
sept Pa ha ace a 
uoneyodsuely ly 
SODIAIZG = YyIeOH OnE naitaa ies 
aouepudny 
SOMIANDY wospNnis 
sona[yiyv 
SSOIAYHS LNAGNLS 
jea1so;oyohsd 
goueping 
BIPIW/AseIgIT 
Suryoeay 
disutl 
rene PR UOIINGIYSIq Jospng 
NOILONULSNI 
UL 4 L87‘8r8'6 $ 
29NIWWOD jooydS 
NOILLVULSININGV 





%IB LL 
soueuaiuIeEW 











Grd 


UONIN, 





NOLLVIddOudddV LNAWLYVdad TOOHOS 16Ad 
xa 
£9070 VW ‘NOUVHS 
LNAWLYV dad TOOHDS 


sueipoisng 
SIDFIONM DOURUDdIUIE| 
uelot1199/q 
suoneisdg jo sostasodng 
TWIGOLSNO/AONVNALNIVIN 
sopty yeuonuoniqsuy 
A1e19199S 


lueisissy Adeisyy jeuonednss9 


sisidessyy yooods 
sisidopoyodhsg 


sioyoroy uoneonpq jeroods 
jauuosiog jidng jo 1019911G 


NOILVONGA TVIOSddS 
SIURISISSY JOOYOS 
SJuRISISSY JBOIID 
SIULIZIIIG §=jOoYdS 

si0]}1UOWF 

Aise1os99G = wnynouing 
Aie119199G + a0uReping 
s1ojasuNog s.ouRpINH 
sue1eiqgiy 

s12yoRoy 

SIOIBUIPIOOD wnynowing 
sjediosuug juejsissy 
sjedioutig 


sjeinwesjuy pue uoneonpy 
jeoishyg ‘sonojyly jo 1019911G 


NOILONULSNI 
sjueisissy yljeoH 
SOSINN) [OOYydS 

SSOIAMAS HLTVAH 
SO11B19199§ 
Joda04400g jUeRISISSY 
139d934 400g 
luspudjutuadng = aie190ssy 
lugpudsjuliadns 


NOILVULSININGV 


AAW 


S09t 
uononsysul 


bce 
uoneonpy jeiads 


02 





S8OINBS YEH HessiuiMpy 


ToNNqIsTG je 
NOILVIYdOUddV LNAWLYVddd TOOHOS 16AA 


L90c@0 VW ‘NOUVHS 
LNAWLYV ddd TOOHDS 




















EE a Se a a NOILVONGS YVINDSY WLOL 

EE ee a on ea 
eee ed DR i a ”y SONVNALNIVAIVIGOLSNO 
ae ME oe 
Ee i a a eee 
PT sl ee 
| ore eo 0 Garr atreretey 0°ZE = alies 0 Coen SSILIALLOW LNSQNLS 
rT 
eese NOUViddOuddy am..| >. ISOCNENEtae es! penetra eee — || on + 5 ne eC ena orem | 





sjuswubissy eS 





“SIE}O} WEIS Wooly Papnjoxa useq eney saniANoy jUapNig pue sonauly. 








dAVLS 1VLOL 
NOILVONGS IWid3SdS WWLOL 
NOILVONG3 YV1ND|AY IWLOL 








NOI LVGdO eV aes Siseaee 5 30d was | SeneeNIIOC a eeenee| 
1661-0661 0661-6861 6861-8861 








Se 
eee Se Ke ee eg Ce oe 
a ee a er ey WOROTOHOASE 
Sa eee ey 
ieee enesl Gc wmecone | EERE) UC mice maces | cae ae COREE SNOW 
Fe Co ES ee re es 
ae sd PE ee NOSIAESINS, 
Se eed ee Ee a 
sh ee ee 
Teed ee ee I 
ae NOLL SEY i [ ae LPOCT eestor | ase TOOT es | Ree 
SES ee ee 


sjuawubissy yelS 





-NOTES- 


TOWN OF SHARON BULK RATE 
SHARON, MASS. 02067 eh lo: 


PERMIT NO.I3 





POSTAL PATRON 
SHARON, MA. 
O20Gr 


